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From: Commanding Officer and Commander Task Element 95.11 
To: Chief of Naval Operations 
Via: (1) Commander Task Group 95.1 

(2) Commander Task Force NINETY-FIVE 

(3) Commander SEVENTH Fleet HCPI AQ^lFlFD 
U) Commander Naval Forces, Far East ULbLnOOll 

(5) Commander in Chief, Pacific Fleet 

Subj: Action Report 17 December 1951 through 23 December 1951 

Ref : (a) Article 0705 Navy Regulations 

(b) OPIW INST 3430.4 

(c) CINCPACFLT INST 3480.1 

(d) CTG 95.1 OpOrder 2-51 (Revised) 
(o) CTE 95.U OpOrder 2-51 

Encl: (l) Sample Air Schedule 

(2) Chart showing area of operations 

(3) OSS BADOENG STRAIT ltr aerial 1341 of 20 November 1951 

1. In accordanoe with references (a), (b) , (c) , and (d) , tho action report 
of Task Element 95,11 for tho period 17 December 1951 through 2B December 

1951 is submitted herewith. Tho Commanding Officer, WSS BADOENG STRAIT (CVE-116) 
was CTE 95.11 during this period. 

2. The report Is divided Into 6 parts, as listod below: 

Part I General Narrative. 

Part II Chronological order of events. 

Part III Remarks on performance of ordnance material and equip- 

ment, including ammunition expenditure. 

Part IV Summary of own and enemy battle damage. 

Part V Personnel performance and casualties. 

Part VI Comments and recommendations. 

Part I ■> GENERAL NARRATIVE 

(A) During the period 17 December 1951 through 28 December 1951, the USS 
BADOENG STRAIT (CVE-116) under the command of Captain Roy L. JOHNSON, 62606/ 
1310, USN, and with Marine Aircraft Squadron VMF-212 embarked, Lieutenant 
Colonel Joseph A. GRAY, 06207/7302, USMC, Commanding Officer, operated as a 
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of tho U.S. Soventh Fleet In Task Forco 95, -under the operational control 
• Commander Task Group 95.1. 

t' 

(1) The Commanding Officer, USS BADOENG STRAIT, was Commander Task 
Element 95.11 from 2100 17 Decembor to 2130 28 December 1951, at which time 
the Command of the Element was shifted to the Commanding Officer, HMAS SIDNEY 
(CVE-17).^ During the reporting period, TE 95.11 consisted of one oscort carrier 
and a maximum of three destroyers acting as screening vessels. Tho screen was 
reduced to less than throo ships when required by operational demands. Tho 
mission of this Task Element was to conduct air operations in support of the 
United Nations Blockodo, West Coast of Korea, the United States Eighth Army in 
Korea (EUSAK), and to render search and roscue assistance as required. 

(2) The enemy forces wore the North Korean Peoples Army and "Volunteer" 
Chinese Communist Forces in enemy-held North Korea. No enemy surface or air 
forces were encountered by this Task Element and, thorefore, no surface or air 
action is related. However, enemy small croft operating In the rivers, estu- 
aries, and along tho fest Coast of Koroa wore attacked and destroyed by aircraft 
of this Task Element, when directed, or as targets of opportunity, 

(3) During this operating period VMF-212 aircraft flow armed recon- 
naissance, Target Combat Air Patrol, Combat Air Patrol, pro-briefed Strikes, 
Airspot for Naval gunfire, and Photo Reconnaissance missions as illustrated by 
schedule in enclosure (l) . Of tho 11 days in the operating area only one entire 
day was lost to inclement weather, thus giving a total of 10 days of air oper- 
ations. During this period VMF-212 flow 274 sorties of which 2 aborted. Rwre 
was a total of 598.2 combat hours flown, for an overall average of 59.82 hours 
per day and 27.2 missions per day. The squadron aircraft allowance was 24, the 
total average aircraft flyable on board 23.1, and the total average aircraft 
availability 21.1. 

U) During this operating period ships of Task Element 95.11 oporated 
in Korean Coastal areas, Nan and Mike, in the vicinity of Latitude 38-OON and 
Longitude 124-OGE aa a point OBOE. The screen consisted of the HMCS ATHABASKAN 

iS^^h^qS^JSJfSi!^ an ?. thG J USS (DD-682). On 27 December 

1951, the USS HANSON (DD-832) relioved the USS PORTERFIELD. 

Part II - CHRONOLOGICAL ORDER OF EVENTS 

170656/Dec - The BADOENG STRAIT got underway for the Yellow Sea area, with 
VMF-212 embarked, in company with HMCS ATHABASKAN in accordance 
with CTG 95.1 directive, from Sasebo, Japan. 

171100/ Conducted AA gunnery firing drills (towed sleeve) enroutc to 

the operating aroa. 

172022 USS PORTERFIELD joined the screen, as previously directed. 

inls ship had been operating with HMAS SIDNEY: "turn over" 
notes were passed by high-lino. 

172100 Relioved the HMAS SIDNEY (CVE-17) and assumed CTE 95,11. 
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Part II - CHRONOLOGICAL ORDER OF EVENTS (Cont'd) 
18 December - Refuoled USS PORTEBFIELD, 
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HUE CHARITY Joined the screen, as previously directed, A 
total of 41 flights (14 of which were defensive) were flown 
this date. The weather was generally good. Major R, F. 
STUEBING, 020335/7302, USMCR, encountered ground fire while 
on on armed reconnaissance mission and his aircraft received 
a direct hit "by a 20MH shell which exploded in the engine 
accessory section, causing a fire to break out. The pilot 
was able to get two miles out over TAED0NG INLET before 
bailout. Ho received minor cuts and burns and was rescued 
by a helicoptor from tho USS MANCHESTER (CL-82) patrolling 
that area. 

VMF-212 aircraft accomplished the following: 



ORDNANCE EXPENDED 


MISSIONS 


20 


500 lb GP bombs 


14 GAP 


160 


5" HVAR rockots 


4 Armed Reconnaissance 


26 


3,5" rockots 


4 Airspot 


8 


Napalm bombs 


4 Strike 


28,200 


Rounds ,50 cal. ammo 


15 TarCap 



19 December - HMCS ATHABASKAN and HUE CHARITY refueled from tho BADOENG 
STRAIT, 

191725/ HMS GHARITY dot ached to carry out night patrol assignment in 
the PAEGNY0NG-D0 area. The remainder of the force retiring 
southward for the night, 

A total of 42 flights (10 of which were defensive) ware flown 
this date. Heather was generally good, 

VMF-212 aircraft accomplished the following: 



ORDNANCE EXPENDED 

25 500 lb, GP bombs 
224 5" HVAR rockots 
6 Napalm bombs 
30,000 Rounds.. 50 cal. ammo 



MISSIONS 

10 CAP 

11 Armod Reconnaissance 
1 Photo 

20 TarCap 
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192017/ 
20 December 



'191*752/ Feather reconnaissance plane from VP,SIX, baaed in Japan, 
reported sighting 30 un-idontif led trawlers at Latitude 
36-20N, Longitude 123-OOE. 

Commandor Task Force 95 directed CTE 95.11 to investigate. 

HMCS ATHABASKAN and USS PORTERFIELD detached from the a croon 
to conduct search for reported trawlers. 

- HMCS ATHABASKAN and USS PORTERTIELD rejoined formation at 
first light. Results of search negative, 

CTE 95.11 was directed to furnish CAP for coastal convoy 
onroute to INCHON. 

Refueled USS PORTERFIELD and HMCS ATHAEASKAN. 

201648/ USS PORTERFIELD detachod to carry out night patrol assigned 

in the PAEGNYONG-DO area. The remainder of the force retiring 
southward for the night. 

A total of 39 flights (IS of which were dofensivo) wore flown 
this date. Weather in general was good. 

VMF-212 aircraft accomplished the following: 



MISSIONS 
18 CAP 
21 TarCap 



21 December - 



211653/ 
211658/ 



9RDNANCE EXPENDED 

11 500 lb. GP bombs 

145 5" HVAR rockets 

10 Napalm bombs 

17,700 Rounds .50 cal. ammo 

USS MANCHESTER jUfa USS EVERSOLE as escort, joined with 
m 95.11 at Latitude 38-25N and Longitude L34-10E. 

^ t^; 1 f.,^ nfcrred wlth Admiral DYER, CTF-95, aboard 

the USS MANCHESTER. * QDOaru 

Major R. F. STUBBING, USMCR wa3 returned from the USS MANCHESTER 
via helicopter. 

USS MANCHESTER and USS EVERSOLE departed. 
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'22 Decembor - Refueled HMCS ATHABASKAN, and CHS CHARITY, 

A total of 12 flights {2 of which were defensive) were flown 
this date, Weather remained foggy until early afternoon. 

VMF-212 aircraft accomplished the following: 



ORDNANCE EXPENDED 

8 500 lb. GP bombs 
92 5" HWIR rockets 
4 Napalra bombs 
6,700 Rounds of ,50 cal, ammo 
23 December - Refueled USS F0RTERFI3LD 



MISSIONS 
2 CAP 

4 Armed Reconnaissance 
2 Airs pot 
4 TarCap 



231701/ 



A total of 35 flights (10 of which were defensive) were flown 
this date. Weather was excellent. 

Detached USS P0RT3RFIELD to carry out night patrol assignment 
in the PAEGNYONG-BO area. 



VMF-212 aircraft accomplished the following: 
ORDNANCE EXPENDED MISSIONS 
24 500 lb, G? bombs 10 GAP 

191 5" HffAR rockots 6 Armed Reconnaissance 

24,000 Rounds of .50 eal. ammo 19 TarCap 
24 December - Rofuoled HMCS ATHABASKAN. 

A total of 42 flights (10 of which wore defensive) were flown 
this date, leather was excellent, 

241710/ HMCS ATHABASKAN detached to carry out night patrol assignment 
in the PAEGNYQNG-DO area, 

VMF-212 aircraft accomplished the following: 
ORDNANCE EXPENDED MISSIONS 
8 1000 lb. GP bombs 10 CAP 

20 500 lb. GP bombs 12 Armed Reconnaissance 

191 5" HVAR rockets. 2o TarCap 
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25 Decomber 



ORDNANCE E^ PEMD^n 
61 3.5" rockets 
4 Napalm bombs 
38,500 Rounds of .50 cal. aramo 

P^ G SSo d S? ed t0 nlsht patro1 ^ *° 



tinS^iT 3 ™* 10 " 8 conductod ^ to rain and fog that con- 
tinued all day. A Merry Christmas was had by all? 

26 December - Refualed USS PORTERFIELD and HMS CHARITY. 

^CSSf^Sf * » patrol assent 

W-212 aircraft accompliahed the following: 



ORDNANCE EYPEMnrcn 


MISSIONS 


8 1000 lb. OP bombs 


10 CAP 


19 500 lb. GP bombs 


8 Armed Roconnaissance 


159 5" HVAR rockota 


8 Strikes 


94 3.5" rockets 


15 Tar Cap 


4. Napalm bombs 




38,000 Rounds of .50 cal. ammo 





271706/ 
28 December 



281650/ 



SraSSw^sr^ to night patro1 a3Bi ^° nt - «» 

- OSS HM60N temporarily dotachod to join TU 90 82 7 „ „„ 

^SN U ^^^.S°aooSfS. n0t "» 
OSS HANSON and HMCS ATHABASKAN rofuolod during tho day. 

■.ho aaaunod GTE 9 fS th ° H " 10S SrDNBI 

also carried th^jg^* L^at^o S^oT 
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to HMAS SIDNEY. The BADOENG STRAIT with HMCS ATHABASKAN 
and HMS CHARITY in company, and VMP-212 embarked, took 
departure from the operating area for Sasebo, Japan, 

281922/ HMCS ATHABASKAN detached to proceed to the port of Kure, 
Japan independently. 

282130/ The Commanding Officer, HMAS SIDNEY, assumed command of 
Task Element 95.11 in area MIKE. The BADOENG STRAIT con- 
tinued course for Sasebo, Japan in company with HMS CHARITY. 

Inclement weather curtailed flight operations thia date. 
8 flights (all of which were combat) were flown. 

VMF-212 aircraft accomplished the following: 
ORDNA NCE EXPENDED MISSIONS 

8 500 lb. G? bombs 4 Armed Reconnaissance 

62 5" HVAR rockets 4 Strike 

4, 800 Rounds of ,50 cal. ammo 

Conducted AA gunnery firing drills (towed sleeve) enroute 
to Fleet Activities, Sasebo. 

29 December - EMS CHARITY detached to proceed independently to Kobe, Japan, 

291723/ Moored at buoy #18, Sasebo harbor, to remain through 6 
January 1952 for replenishment and recreation. 

Part III - PERFOR MANCE OF ORDNANCE MATERIAL AND EQUIPMENT INCLUDING AMMIN ITTON 
EXPENDITURE ~~~ ' 

A. The gasoline heating unit for mixing NAPALM, as described in enclosure 
Li' ™f , evaluated operationally during this period. The results proved 

extremely satisfactory and a separate report is under preparation uointing out 
the capabilities and applicability of the equiDment as designed. ' 

B. The assembly, arming, and stowage of Mk 77 Mod Fire Bombs ^resented 
several problems. Assembly was time consuming due to the care that must be 

ofJSi'S K n J g 5^ thS Ue " r ° d nUt t0 the FW»wibed 425 in/lbs. torque. 
ILt 1 ? S T d I tle " r ° d threads were 3tri P^d on 4, making the entire 
bomb useless in all four cases. An additional three bombs separated while 
planes were being catapulted. This was believed to be caused by the striding 
of the tie-rod threads also. iH K 

C The disengaging of hung-rockots during arrested landing created an 

S^S^fi 011 * ' The e f fiClent involved, to prefeSdamagrto 

til , L °ther aircraft by these rockets traveling down the flight deck was 
the innovation and use of the "Fredericks Barrier". This consisted of DashSg 
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six cargo nets together - forming two sections of three nets each. These 
two sections wore strung across the flight dock just aft of the forward q le- 
vator to serve as a deck-level barrier in -jhich wandering rockets v/er© caught 
and then jettisoned. After landing an aircraft with-hung-rockets the nets were 
pulled apart, gate fashion, to allowing taxing forward. Tan plane handlers 
were required to open and close the nets. A total of 74 hung- rockets were 
returned to the ship during this operational period. 

D. The fire-power umbrella of this ship does not extend the full 360 
degrees around the ship. There exists a vacant 20 degree sector on the bow, 
10 degrees on either side. This was caused by the authorized removal of the 
forward 40MM mount. 

E. The fire control system is not completely adequate for night radar 
firing as the computer system installation has no direct method of dosignation 
of air targets from CIC to the Gun Control Platform. 

F. Facilities are not available for developing gun camera film aboard the 
CVE-105 typo carrier. Damage assessment is consequently a matter of memory 
or personal evaluation at do-briefings. 

G. The AS¥ allowance of Mk 24 mines, that is required to be carried, 
consumes valuable storage space that could otherwise be used to advantage 

to store armamont more in line with the mission of the ship during this type 
operation. 

H. Ammunition expenditures i 

1. During the operating period covorod by this report tho following 
ordnance was expended. 



BY VMF-212 AIRCRAFT 




1000 lb. GP bombs 


19 


500 lb. GP bombs 


140 


5" HVAR rockets 


1,266 


3.5 n rockets 


181 


Napalm (Fire Bombs) 


36 


6.5" A TAR rockets 


24 


.50 Cal. (Belted) 


195,400 


BY USS BADOENG STRAIT 





ioim 



4,472 
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Fart IV - SUMMARY OF OWN AMD ENEMY BATTLE DAMAGE 

A. Own battle damage - 

1. None of the Bhips of the task element sustained battle damage. 

2. For damage sustained by aircraft see Naval Air Warfare reports 
( OpNav 338,5 Revised 4-51) submitted for this, operating period. 

B. Battlo damage inflicted on the enemy - 

1. Ships of this task element inflicted no damage on the enemy uhile 
operating as part of the screen during the period covered by this report. ■ 

2, For battle damage inflicted on the enemy by aircraft of the task 
clement see Naval Air Tarfare reports (OpNav 338.3 Revised 3-51) submitted for 
this" operating period. 

Part V - PERSONNEL PERFORMANCE AND CASUALTIES 

A. Personnel performance waB considered to be excellent and in the general 
high standard of the Navy and Marine Corps. 

B. Casualties - 

1. On 18 December 1951, Major R. F. STUBBING, USMCR, was forced to 
bail out over water after his aircraft nas hit by enemy ground fire from enemy 
held territory in North Korea, He Tins rocovered by helicopter. Ho suffered 
minor burns and lacerations on the face, 

C. The recommended wartime complement as submitted by this command to 
COMAIRPAC on 10 October 1951, refloets CVE-105 personnel requirements for this 
type operation. Comments from individual departments are as listed below: 

1, Executive Department: Requires 1 additional YNT2, as legal yeoman; 
1 typewriter repairman, 

2, Air Department: Total numberB adoquato , Recommend dropping 1 ADC, 
3 AD1, 4. AD2, and 6 AD3, totaling IM. men, to be replacod by 7 AN'b and 7 AA's. 

3, Dental Department: Recommend the allowance of dental officers on 
CVE'a be increased to 2. 

4-. Navigation: Adequate . 

5. Supply Department: Inadequate. Additions required are 1 DK1, and 
5 non-rated men. 

6, Gunnery Department: Recommend 12 more non-rated men in order to 
more efficiently maintain Condition THREE watches. 
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7. Operations Department: 



a. Under the present method of having Quartermasters and Signal- 
?^?r, d M 0ne ratin e» is recommended that the present allowance of 

17 CJM's be increased to 20 ratings to include 12 ratings with Signalmen quali- 
fications (NJC 0230-0239), in order that continuous around the clock watches 
may be stood. 

^ /-. b * Th ?* v he Photographer allowance be increased by 3, to total 

6 (1 PH3, and 2 AN(PH) additional) . 

c. Increase of three RD3 and three radarman strikers. 
Fart VI - SPECIAL COMMENTS ON DO CTRINE AND OPERATIONAL PROCEDURES 

A The operation of the RADOENG STRAIT and VMF-212 as part of TE 95 11 
^«S C J i0 ! h Wlt V thGr ' aUrfaCQ WaS c °n si dered to have been most ' 

CoSt toS i^ 8 ? "^* ° f a BGaWard and coafltw ^ blockade of tho ITest 
wast of Red hold Korea between latitudes 37-30N and 38-TON Thn tnn+^i 

B. Tho employment of VMF-212 fighter-bomber aircraft as CAP for 

Scr^^L™"? ?^ lafMt01 ? — <* Positively identi- 
all-out alrlLuS^Lirt 5s1 5 £ tte e J! 8 ^ to ^«><=h token or 

with the onowy to L OTcellont V^t\ * s " u f, tlcn I""™ quite eritioal 

temporarily See 4L3tf ^noTl^on*? " ^ th ° bl " Md ttaa 

three! S'dSS.'S^'Er Sel^tH- 6 d ^ lght ~ 

reduced to two ehlpe, en the thlT™. l< I a0rean waa automatically 

lying off the Rod SidloastlSo H of £3L J° I**"* <™»d inland, 

very difficult proble* -t^^iSS^'SrS:*''* P- a 

E - LESSONS LEARNED - 
Facsimile Transceivers, S tbR ryUiW s * a irtth Ha ? i nS onde and 
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2. Intelligence data of all typos is continually pouring in, requiring 
accurate interpretation and evaluation at all hours of the day and night, 

RECOMMENDATION : A minimum of two officers and six collated personnel 
who are graduates of advanced schools of Combat Intelligence should be made 
available to carrier task element commanders. 

3. Panoramic photo intelligence was not available upon deployment and 
was a great hindrance in the debriefing analysis. After every fresh snot; fall 
the features of the target areas would take on new profiles. Prosont AMS 
(1:50,000) charts, though accurate and detailed, became as confusing as ado- 
lescent finger-paintings, 

HEOOBtENDATIONi That photo aircraft and pilots be assigned to oach 
carrier. A dotachnent of two of the type pianos employed by the squadron om* 
barked would suffice on a CVE carrier, 

A* A lack of pre -deployment training in close-air support and target 
interdiction work, uhoro available shipboard intelligence plays a major part, 
created a temporary difficulty in understanding many problems of the embarked 
squadron . 

RECOMMENDATION: Coordinate training with Marino Squadrons based at 
El Toro prior to deployment to the ?ar East area. The practice of the relieving 
carrier, arriving from CONUS, sending key porsonnol on the last period of oper- 
ations to embark on the carrier in TF-95 is considered an ojctremely sound and 
essential practice. 

5. The projection of enemy air and submarine attacks against this small 
task element would vory radically alter the present, almost complete freedom of 
action onjoyod, 

^COMMENDATION: That additional escort vessels for air defense and 
ASW be assigned insofar as practicable in ordor that the current freedom of 
action would not be curtailed in the ovent of ovort attacks. 



Copy to: (ADVANCE) 
CNO 

ComMarCorpe 

CINCPACFLT 

COMNAVFE 

C0K7thFLT 

CTF-95 

CTO-95.1 

COMAIRPAC 

COMCARDIV 17 

AUTHENT.T CViTKD; 



CGairFTiIFPac 
CGFMFPac 
CGlBtMAW 

USS BAIROKO (CVE-115) 
USS BATAAN (CVL-29) 
USS SICILY (CVE-llS) 
USS RENDOVA (OVE-Jl^) 
CO MAG-12 
CO 




G. R. PALUS 
Commander, U.S. Navy 
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U.S.S. BADOENG'STRAIT (CVE-116) 
c/o Fleet Post Office 
San Francisco, California 




DECKS' 



27 January 1952 



SUNRISE 074,9 



FLIGHT SCHEDULE FOR 
27 January 1952 



SUNSET 1805 



Event 


Comp. 


Migalon 


Launch 


Land . 


Ammo . 


2^Si 




A-l 
A-2 
A-3 


2 
2 

6 


CAP 

TARCAP 
STRIKE 


0730 
0730 
0730 


0925 
0925 
0925 


Note 1 

Note 3 
Note 4. 


330 £ 

ii 

1! 


jals 

ii 

it 


B-4 
B-5 
B-6 


2 
2 
4. 


GAP 

TARCAP 
RIVER RECCO 


0910 
0910 
0910 


1100 
1100 
1100 


Note 1 
Note 3 
Note 3 


11 
It 

11 


tt 
ii 
tt 


C-7 
C-8 
C-9 


2 
2 
4. 


CAP 

TARCAP 
STRIKE 


10A5 
1045 
1045 


1235 
1235 
1235 


Note 1 
Note 3 
Note 5 


II 

tr 

11 


ii 
tt 
ti 


D-10 
D-11 
D-12 


2 
2 
4. 


CAP 

TARCAP 
STRIKE 


1220 
1220 


1415 
1415 
1415 


Note 1 
Note 3 
■A*ote 6 


if 

1! 


it 
ti 

t! 


E-13 

E-U 
E-15 


2 
2 
U 


CAP 

TARCAP 
COAST RECCO 


1400 
U00 
1400 


1550 
1550 
1550 


Note 1 
Note 3 
Note 3 


11 
;i 
tt 


11 
II 
II 


F-16 
F-17 
F-18 


2 
2 
4. 


CAP 

TARCAP 
STRIKE 


1535 
1535 
1535 


1730 
1730 
1730 


Note 1 
Note 3 
Note 5 


11 
11 
It 


11 
11 
tt 


NOTES: 

















1. 

2. 

3. 
4. 

5. 

6. 

Approved: 



All A/C full load .50 Cal. 

5000 4/5 delay, 8-HVAR 

4 A/C with 1000# GP/DC, 8-HVAR 

2 A/C NAPALM, 3-HVAR 

2 A/C - 50C# GP/DC, 3-WP 

2 A/C - NAPALM, 8-WP 

50C# GP/DC, 3-HVAR 

Submitted: 



G. R. PALUS 
CDR, USN 
Operation Officer 



A, S. IRISH 
LCDR, USN 
Air Oper. Officer 
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From: Commanding Officer, U.S.S. BADOENG STRAIT (CVE-116) 
To: Commander Air Force, Pacific Fleet 
Via: Commander Carrier Division SEVENTEEN 

SubJ: Mixing of Napalm in Cold Weather 



Ref i (a) COMAIRPAC ltr serial 30/H896 of 30 August 1951 
Enclt (l) Photograph of Strainer Shell 

(a) ' 

(3) 

U) 

(5) 



Photograph of 5/8" Copper Tubing (Coiled) (three prints) 
Photograph of Baffle Plate welded to coils 
Photograph of Header (two prints) 

Photograph of Temperature Gauge (Well type) (two prints) 



1. It is the purpose of this letter to describe, in response to reference 
(a) , a napalm heater unit developed by this ship. 

2. The basic idoa of the heater, as developed, is that the gasoline is heated 
by steam directly rather than by means of water. The heating system is pre- 
pared in a reamed out strainer shell as pictured in enclosure (l). The two 
coils of 5/8" copper tubing total 90 feet in length, 50 feet in the larger 
coil and 40 f^et in the smaller coil as pictured in enclosure (2), A baffle 
plate is welded in the center of the coils causing the flow of gasoline to 
circulate properly throughout the length of the unit to give the desired in- 
crease in tompcraturp for heating of the gasoline as picturod in enclosure (3), 
The header with a baffle plate is used to control the florr of sterm from the 
inlet to the discharge point as pictured in enclosure U) * Enclosure (5) pic- 
tures the -unit installed, and tho location of the well tvpe temperature gauge 
and hand valve to control the steam entering the unit. This unit uses a steam 
pressure of 35 pounds in the copper coils with 65 pounds of gasoline Dressure 
from the pump room. The increase of gasoline temperature under test was 45° 
with 35 pounds at tho mixinp hopper which is belWod to be sufficient for 
mixing of napalm under most adverse weather conditions. 

3. It is believed that the heater described has the following advantages* 

a. Greater safety Complete dralnback 1* accomplished. Any leaks will 
introduce steam (water) Into the gasoline which does "no harm. 

«t* + ?™ T^^a ^tV^Vll Unlta can be eaall y instil cd at any ftaoling 
station desire^ either flight dr hangar dock . This permits wpalVtika 17 
be invariably filled on the planes and eliminates t^ndl"^?^ 
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c. Greater convenience. No "bulky equipment in the uay. No water 
splashing about on deck. 

d. Greater speed. A minimum of equipment to handle. Tho number of 
hoating units can be increased to permit nixing napalm in a minimum length 
of time. 



J. C. ALDERMN 



■0 
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U.S.S. BAD0I2JG STRAIT (CVE-116) 
c/o Fleet Post Office 
San FranciBco, California 



O^SSJFIED^ 



CVEU6/GRP/rt 
A12/0F30 
Ser: . ^ ■? ,• 



From: 

To: 

Via: 



Commanding Officer and Commander Task Element 95.11 
Chief of Naval Operations 



DOWNGRADE AT 3 vf<:? 
fiECUSSJRED AFrfff 't; 
■ POP BIS 5200.10 ' 



Subj: 



Ref : 



End: 



(1) Commander Task Group 95.1 

(2) Commander Task Force 95 

(3) Commander Seventh Fleet 

(4) Commander Naval Forces, Far East 

(5) Commander in Chief, Pacific Fleet 

Action Report 7 January - 16 January 1952 and 25 January - 
6 February 1952 

fa) Article 0705 Navy Regulations 

(b) OpNav Instruction 3460,4 

(c) CinCPacFlt Instruction 3480.1 • 

(d) C.T.G. 95.I OpOrder 2-51 (Revised) 

(e) CTE 95.ll OpOrder 2-51 

(1) Sample Air Schedule (p g 1*7 

(2) Chart Showing area of operations^ t I $ 

(3) CTE 95.11 dispatch jtyfofc of FebYuary 1952 .y,^ 



■At ^ 



1. In accordance with references (a), (b), (e) and (d) the actien re- 

po ;V/ T TaSk n ^ nt 95 * U for the ^ r±ods T January - 16 January 1952 
and 25 January - 6 February 1952 is submitted herewith. The Commanding 
Officer, USS BADOENG STRAIT (CVE-116) was CTE 95.11 during thelT^Sds 
and thisreport therefore does not cover the time between the two sub- 
let periods, when the ship was in Sasebo for. replenishment and recreati.n. 

2. The report, divided into six parts, as lifted below, is appended, 



Part I 
Part II 
Part III 

Part IV 
Part V 
Part VI 



General Narrative 
Chronological Order of Events 

Remarks on Performance of Ordnance Ifaterialj and eq. 
uipment, including Ammunition Expenditure 
Summary of own and Enemy Battle Damage 
Personnel Performance and Casualties 
Comments and Recommendations 





2 APR 1952 ? 
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Part I General Narrative 

a, Darin? the period 7 January 1952 through £ February 1952, the 
U.S.S. BAD03IG STRAIT under the command of Captain ROY L. JOHNSON, 
62606/1310 USN, and with Marine Aircraft Squadron VMF-212, LT. COL 
JOSEPH A. GRAY 06207/7304 USMC, Commending, embarked, operated as a 
part of the U.S. SEVENTH FLEET in Task Force 95, under the operational 
control of Commander Task Group 95,1. 

(1) The Com nanding Officer, U.S.S. BADOJNG STRAIT, regained 
Commander Task Element 95.11 from 2140 on 7 January 1952 to 2223 on 
16 January 1952 and from 2145 on 25 January to 2100 on 6 February 1952. 
The Commanding Officer H.K.A.S. SYDNEY (CVL-I7) assumed CTE 95.11 from 
2223, 16 January until 2145, 25 January and at 2100, 6 February the 
Commanding Officer U.S.S. BADOENG STRAIT was relieved as CTE 95.11 by the 
Commanding Officer H.K.S. GLORY (CVL-19). During the periods of this 
report Task Element 95.11 consisted of one escort carrier and a maximum 
of three destroyers act in? a s screening vessels. The screen was reduced 
to less than three ahips at various times due to demands. The mission 
of this Task Element was to conduct air operations in support of the 
United Nations blockade, West Coast of Korea, the United States Eighth 
Army, Korea (Eusak), and to render search and rescue assistance as re- 
quired, 

(2) The enemy forces were the North Korean Peoples Army and 
"Volunteer" Chinese Comunist Forces in North Korea, No enemy naval 
forces were encountered by this Task Element and, therefore, no surface 
action took place. However, enemy small craft operating in the rivers, 
estuaries, end alone the west coast of K»rea were attacked and destroyed 
by aircraft of this Task Element when directed, or as targets of apportun- 
ity. 

(3) During these operating periods VMF-212 aircraft fljw Armed 
Reconnaissance, Target Combat Air Patrol, Combat Air Patrol, Pre-briefed 
Strikes, Airspot, and Photo Reconnaissance missions, as illustrated in 
enclosure (l). During the period 8 January through 16 January there were 
9 days in the operating area and flight operations were conducted on all 
nine days. On two of these days however, flight operations were cur- 
tailed due to inclement weather. During this period VtfF-212 flew 336 
sorties of which 4 aborted. There was a total of 714,1 combat hours 
flown, for an overall average of 79.34 hours per day and 36.89 missions 
per day. The squadron aircraft allowance was 24, the total average air- 
craft on board was 23.6 and the total average aircraft available 22.4, 
During the period 25 January through 6 February there were 12 days in the 
operating area with 2 days of flying lost due to inclement weather and 
4 other days on which flight operations were reduced by inclement weather. 
During this period VMF-212 flew 344 sorties of which 4" aborted. There 
was a total of 662.7 combat hours flown, for an overall average of 66,27 
hours per day and 34.4 missions per day. The Squadron aircraft allowance 
was 24, the total average aircraft on board was 22.92, and the total 
average aircraft available was 20.92. 



( t ) During these periods «*. a " er " 

T^tt S%tr at Souses durin, the t»o P-od, 
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)^ I1S5 MARSHALL (DD-676) 

{,) H.M.5. CONSTANCE (J-TJ.) 

U.S.S. RADFORD (DDE-W>) 
U >S. COCKADE (D-34) 



7 January 



2140/ 

8 January 
1135/ 

1351/ 
1510/ 



" — , tv nAr7 l 57Z of January 

U nderW for the Yellow Sea ^ (l>71) . 

m lti f- duty on coastal ^-kade f rce previously dir- 
f ll HANSON (DDR-832) joined the scr^n as pr ^ >s> syDHET 
e^d! The CTE from ^ 

were passed to the ^COENQ STRAil ^ z ^ prevl0 u S iy 

S.LinS- VAN GALSH (DD-803) ^nted th ^ ^ ^ e) 
directed. A total of 3 ^ ^ generally good, 
were flown this date. 



U 



WM12 Aircraft accomplished the follo«ing 



ORDNANCEJSMDED 
3" 1000# b ™* 53 
26 50O# G.P* bombs 
1X7 5" HVAR Rockets 
77 3.5" Rockets 

6*5" ATAR Rockets 
Rounds .50 Cal Ammo 



MISSIONS 

k CAP 

20 TarCap 

4 Strike 

4 Armed Re ceo 



31 

S5,oeo 



1715/ 



9 January 
1710/ 



Houna.3 . 

H.M.S. OHBR ~~ r tt^JSSZ^ 

in the Paegnyong-Do area. 

southward for the night. 

Paegnyong-Do area. defensive) were flown 

i& «he^f ^^..d threat tho da y . 
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VKF-212 Aircraft accomplished the following: 



ORDNANCE EXPENDED 



MISSIONS 



' w 8 


1000# G.P. bombs 


10 


CAP 


21 


500# G.P. bombs 


19 


Tar Cap 


1A2 


5" KVAR Rockets 


4 


Strike 


110 


3,5" Rockets 


8 


Armed Re ceo 


5 


Napalm bombs 






20,500 


Rounds .50 Cal Ammo 







10 January Refueled H.K.S. CHARITY and U.S.S. HANSON. 

Only 8 flights (these being CAP) ware flown this day. The 
weather remained marginal around the ship and bad in the tar- 
get area all day, 

H.M.N.S. VAN GAL £11 remained in Paegnyong-Do are because CTE 
95*11 had retired to the south in order to provide air cover 
for a tr-oop convoy. 

11 January H.K.N.S, VAN C-ALEN rejoined and resumed screening duties, 

A total of 33 flights (9 of which were defensive) were flown 
this day. 

The weather was excellent, 

VMF-212 Aircraft accomplished the following: 
ORDNANCE EXTENDED MISSIONS 



8 


1000# G.P. bombs 


9 


CAP 


17 


5Q0# G.P. bombs 


14 


Tar Cap 


182 


5" HVAR Rockets 


8 


Strike 


55 


3.5" Rockets 


7 


Armad Re ceo 


5 


Napalm bombs 






24,400 


Rounds , 50 Cal Ammo 







1715/ U-S u S f , HANSON detached to aarry out nigUl -patrol aecignmaat 

.in Pa^g^yon^-Do area. 

12 January U.S.S. HANSON rejoined andresumed screening duties, 
U20/ U.S.S. ROCHESTER (CA-124) with U.S.S, COLLETT (DD-730) as 

escort joined with TE 95.11. 

CTE 95.11 confered with Rear Admiral DYER, CTF 95, aboard the 

U.S.S. ROCHESTER. 
1605/ U.S.S, ROCHESTER and U.S.S. COLLETT departed. 

1720/ H.M.S. CHARITY detached to carry out night patrol assignment 

in Paegnyong-Do area. 

A total of 39 flights (14 of which were defensive) were flown 
this day. The number of CAP flights was higher than usual 
due to the fact that TE 95.11 provided air cover for a troop 
convoy during the day. The weather was excellent. 



VMF-212 Aircraft accomplished the following: 



ORWANCE EXPENDED MISSIONS 



5 


100O# G.P. bombs 


17 


500# G.P. bombs 


179 


5 n HVAR Rockets 


16 


3.5" Rockets 


2 


Napalm bombs 


47,000 


Rounds ,50 Cal Ammo 



H CAP 

13 TarCap 

2 Air Spot 

6 Strike 

4 Armed Re ceo 



13 January H.M.S. CHARITY rejoined and resumed screening duties. 
1038/ Received a dispatch from U.S.S. ROCHESTER which stated that 

F4U-4, aide number LD-15 on a Strike Mission, had crashed 

in the Bea. The pilot, Captain C. C. SCHWARTZ, U.S.M.C. bailed 

out and was recovered by helicopter. 
1420/ U.S.S. ROCHESTER informed CTE 95.11 by radio that Captain 

C C. SCHWARTZ, U.S;K.C. was dead due to drowing when" <* : * 

recovered by helicopter. 

Rsiusled H.M.N. S. VAN GALEN and H.K.S. CHARITY. 
1714/ H.M.N. S. VAN GALEN detached to nipht patrol assignment in 

Pnegnyong-Do area, 

A total of 46 flights (12 of which were defensive) were flown 
this day. The weather in general was good. 

VMF-212 Aircraft accomplished the follwoing: 

ORDNANCE EXPENDED MISSIONS 

12 1000# G.P. bombs 12 CAP 

4 500# G. P. bombs 6 TarCap 

215 5" HVAR Rockets f Air Spot 

31 3.5" Rockets 22 Strike 

15 Napalm bombs 

23,600 Rounds .50 Cal Ammo 

14 January U.S.S. HANSON refueled 

0724/ H.M.N.S. VAN GALEN rejoined end resumed screening duties. 

0755/ H.M.N. S, VAN GALEN came alongside U.S.S. BADOSNG STRAIT and 

with Honors transfered the remains of Captain C. C. SCHWARTZ, 

USMC, 

1520/ U.S.S. HANSON detached to proceed on nipht patrol assignment 

in the Paegnyong-Do area. 

A total of 36 flights (@ of which were defensive) were flown 
this day, 

The weather which was good in the morning, gradually deteriorated 
to marginal and below in the afternoon. 



VMF-212 Aircraft accomplished the following: 
ORDNANCE EXPENDED MISSIONS 



3 


1000# G.P. bombs 


e 


CAP 


17 


500# G.P, bombs 


10 


TarCap 


189 


5" HVAR Rockets 


14 


Strike 


31 


3.5" Rockets 


4 


Armed Re ceo 


5 


Napalm bombs 






22,000 


Rounds .50 OJ. Ammo 







15 January U.S.S. HANSON rejoined screen. 

1711/ U.S.S. H'NSON detached to proceed on nitrht patrol assignment 

in Paegnyong-Do area. 

A total of 46 flights (10 of which were defensive) were flcm 
on this day, Th,; •• ;\ l ' A ;;r, in general, wqb good. 

VKF-212 Aircraft accomplished the following: 

ORDNANCE EXPENDED MISSIONS 

Ltf 100C# G.P, bombs 10 CAP 

20 500# G.P, bombs 19 TarCap 

205 5" HVAR Rockets 18 Strike 
74 3.5" Rockets 8 Armed Recco 

40,200 Rounds .50 Cal Ammo. 

16 January H.M.N. S. VAN GALEN and U.S.S. HANSON refusled. 
1210/ U.S.S. HANSON rejoined screen 

A total of 46 flights (10 of which were defensive) were flown 
this day. The weather was generally good. 

VMF-212 Aircraft accomplished the following; 

ORDNANCE EXPENDED MISSIONS 

~5 1000# G.P. bombs 10 CAP 

26 500# G.P. bombs 12 TarCap 

280 5" HVAR Rockets 16 Strike 
6 Napalm bombs 8 Armed Recco 

37,000 Rounds .50 Cal Ammo. 

1607/ U.S.S. HANSON detached to carry out night patrol assignment 

in the Paegnyong-Do area, and directed to .-join the H.K.A.S. 

SYDNEY who was to assume CTE 95.11 on 17 January 1952* The 

U.S.S. HANSON was further directed to pass to the H.K.A.S. 

SYDNEY the "turn-over" notes. 
1722/ Took course for SASEBO, JAPAN in company with H.M.S. CHARITY 

and H.M.N.S. VAN GALEN , 
2223/ The Commp.nding Officer, H.M.A.S. SYDNEY, assumed commrnd of 

Task Element 95.11 in area Mike. The U.S.S. BADOENG STRAIT 

continued course for SASEBO , JAPAN. 



17 January 

1102/ 

1545/ 

25 January 

1110/ 
1203/ 

2145/ 

26 January 
1137/ 

1721/ 
1741/ 



JAPAN.* CH/lRITT d8tached t0 P roceed independently to KOBE, 

SSS d AA ^f^/^inp drlU (towed sleeve) in area 
"Usorge" enroute to SASEBO. 

Moored to boy #18 Sasebo harbor Japan, to retrain thrown 
24 January 1952 for replenishment SS'recrS?^ * 

H.KS CHARITY reported for duty as screening unit 
Conducted AA gunnery firing drill (towed sleief^ Area 

-^f\t p a S^ USMC * ^ 

Message relayed from Sea Air Rescue helicopter stated that 

£££ o J ; ir^™ 0379n ' USMCR « s — ^ 

?hi; S 3 M' I S D h " ined th f.— as previously directed. 
This a.up had been operating with the H.M./.s. SYDNEY and 

SSS^."™ ° Ter " n ° tes ' ™™ p^M* 

H.K.C.S. ATH'i3ASKAN detached to carry out ni^ht ™ +T . i 
signment in the Paegnyong-Do area ^ * patr ° 1 &S - 

n^\\? f ? 5 fl±ghtS C6 of were non-cpmbatt) were 

fnT? t 5}^ day «. Thy weather deteriorated to unsuitable fly- 
ing conditions in the afternoon. ^±T,ao±3 iiy- 

VMF-212 Aircraft accomplished the following: 



ORDNANCE E XPEHDKn 

U 1000^ G.P. bombs 
15 500# G.P. bombs 
126 511 HYAR Rockets 
3 3.5" Rockets 
6,700 Roumde 150 Cal Ammo 



-MISSIONS 

2 CAP - 

S TarCap 

4 Armed Re ceo 

7 Strike 



27 January 
1630/ 

1735/ 



Jp.C.S, ATHABASKAN reloinad screen 

An unidentified aircraft approached the fore- and th. 
contained in enclosure (3) was made. * ^ th " rep0rt 

thJs da/' The f ^ h H tS (& ° f Were defensive) were flown 



VMF-212 Aircraft accomplished the following: 



ORDNANCE EXPENDED 



u 


1000# G.P. bomba 


19 


500# 0. P. bombs 


168 


5" HVAR Rockets 


23 


3.5" Rockets 


3 


Napalm bombs 


15,600 


Rounds .50 Cal Ammo 



MISSIONS 

8 CAP 

8 TarCap 

4 Armed Re ceo 
14 Strike 



28 January 
1625/ 



H.M.S. CHARITY reiolned the screen 

U.S.S, RADFORD detached to proceed on night patrol assignment 
in ths Paegnyong-Do area, 

A total of 26 flights (6 of which were defensive) were flown 
this day. Poor weather again curtailed flight operations. 

VMF-212 Aircraft accomplished the following: 



ORDNANCE EXPENDED 



u 


1000# G.P. bombs 


14 


5CO# G.P, bombs 


32 


3.5" Rockats 


125 


5" HVAR Rockets 


2 


' Napkin boobs 


12,800 


Rounds .50 Cal Ammo 



MISSIONS 
T 



10 

u 

6 



CAP 
TarCap 
Armed Recco 
Strike 



29 January U.S.S. RADFORD rejoined screen 

1623/ H.M.C.S. ATHABASKAN detached to carry out night patrol assign- 

ment in Paegnyong-Do area, 

1628/ U.S.S. RADFORD refueled from U.S.S, BADOENG STRAIT. A total 

of 47 flights (12 of which were defensive) were flown this 
date, The weather was excellent. 



VMF-212 Aircraft accomplished the following: 
ORDNANCE EXPANDED MISSIONS 



7 


1000# G.P. bombs 


12 ' 


CAP 


15 


500# G.P. bombs 


24 


TarCap 


32 


3.5" Rockets 


11 


Strike 


247 


5" HVAR Rockets 






14 


Napalm bombs 






23,200 


Rounds 150 Cal Ammo 







30 January U.S.S. MARSHAL (DD-676) and U.S.S. PORTERFIELD (DD-682) 

ioined the formation. The U.S.S, PORTERFI^D transfered 2 
medical patients to U.S.S. BADOENG STRAIT for treatment, 
and departed to the coastal blockade area. The U.S.S. 
MARSHAL remained as part of the screen to relieve the U.S.S. 
RADFORD, 

0847/ U.S.S. RADFORD detached to duty previously assigned with TF 

95.1 in the coastal blockade group. 
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1115/ H.M.C.S. ATHABASKAN re ioined screen. 

1611/ U.S.S, KARSHAL detached to night patrol assignment in 

Paegnyong-Do area. 

A total of y flights (12 of which were defensive) were 
flown this day. The weather was excellent. 
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VMF-212 Aircraft accomplished the following: 

OR DNANCE EXF ENDED MISSIONS 

8 1000# G.P, bombfi 12 CAP 

15 500# G.P. bombs 20 T^irCap 

250 5" HVAR Rockets h Armed Recco 

9 Napalm bombs 7 Strike 
27,200 Rounds ,50 Cal Ammo 



31 January U.S.S, MARSHALL rejoined the Screen 
1615/ H.K.S. CHARITY detached ro ni^ht patrol assignment in 

Paegnyong-Do area, 

A total of 48 flights (12 of which were defensive) were flown 
this day. The weather in general was good, 

VMF-212 Aircraft accomplished the following: 



7 
29 
30 

257 
28,000 



ORDN ANCE EXP5NEEP 

10O0# G.P, bombs 



500# G.P, bombs 
3.5" Rockets 
5" HVAR Rockets 
Rounds .50 Cal Ammo 



MISSIONS 
12 CAP 
2k Tar Cap 

f* Armed Hecco 

4 Strike 



1 February U.S.S, P0RTERFIELD, and jL A S^a i _£HAmX-.joinod formation. 
1227/ U.S.S, PORTERFIZLD, departed, having transfered a medical 

patient to U.S.S, BADOENG STRAIT to operate on coastal 

blockade, 

1608/ H.M.C.S. ATHABASKAN detached to night patrol assignment in 

the Faegnyong-Do area to remain with Task Element 95.12 until 
the morning of 2 February so Task Element 95.11 was pro- 
ceeding southward to provide air cover for a troop convoy on 
2 February. 

A total of 16 flights (4 of which were defensive) were flown 
t'iis day. The weather was marginal and curtailed flight oper- 
ations. 



Wed 



VMF-212 Aircraft accomplished the following 
ORDNANCE EXPANDED 



3 


1000# G.P. bombs 


k 


5C0# G.P. bombs 


32 


3.5" Rockets 


55 


5" WAR Rockets 


k 


Napalm bombs 


5,400 


Rounds .50 Cal Ammo 



MISSIONS 
k CAP 
6 TarCap 
3 Armed Recco 
2 Air Spot 



2 February The "^her^emained unsuitable for air operations throughout 



3 February 
1625/ 



H.K.C.S. ATHABASKAN joined the screen. 

U.S.5. MARSHAL detached to night patrol assignment in the 
Pnegnyong-Do ar^a, 

A total of 33 flights (12 of which were defensive) were flown 
this day. The weather was good until lata afternoon when it 
became marginal to below. 

VKF-212 Aircraft accomplished the following: 



ORDNANCE EXPENDKTl 

100O# G.P. bombs 
15 500# G.P, bombs 

11? 3,5" Rockets 

56 5" HVAR Rockets 

1 . Napalm bomb 
28,000 Rounds .50 Cal Ammo 



KLSSIONS 
12 CAP 
19 TarCap 
7 Armed Recco 



k February U.S.S. MARSHAL rejoined the serpen 

1526/ ■ H.M.S. CHARITY detached to night oatrol assignment in 
Paeenyong-Do area. 

There were no flight operations this day due to continous 
snow throughout th^ day. 



5 February 
1545/ 



H.K.S. CHARITY reioined the screen 

*££^x ssr detached to nipht patro1 assi ^ * ^ 

C ° mplet " d thelr 2000th consecutive barrisr-free carrier 

tUf L° f 11 mg ?i S { J* ° f WMch W ^ * defensive) were flo^n 
this day. Th« weather In general, was good. 

VMF-212 Aircraft accomplished the following: 



ORDNANCE EXPENDED 
17 500^ G.P. bombs 
43 3.5" Rockets 
93 5" HVAR Rockets 
15,700 Rounds .50 Cal Ammo 



MISSIONS 

12 CAP 

13 TarCap 

2 Air Spot 
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6 February U.S.S. MARSHAL detached to report to CTF 95,1 for duty in 



1500/ 
1517/ 



15W/ 

2010/ 
2100/ 



the coastal blockade group. 
H.M.C.S. ATHABASKAN reioined. 

H.M.S. CHARITY detached to rendevous with H.M.S. COCKADE, 
then proceeded on previously assigned mission in P&egnyong- 
Do area. This ship also carried the turn-over notes to be 
passed to the H.K.S. GLORY. 

Took course for SASEBO, JAPAN in company with H.M.C.S. 
ATHABASKAN. 

H.M.S. COCKADE joined screen * 

The Commrnding Officer H.M.S. GLORY, assumed CTE 95.11, 

A total of 32 flights (12 of which were defensive) were flown 

this day. The weat er was generally good, 

TMF-212 Aircraft accomplished the following! 



ORDNANCE EXPENDED 
18 1000# G.P. bombs 
141 3.5" Rockets 
2 Napalm bombs 
16,5000 Rounds ,50 Cal Ammo 



MISSIONS 
12 CAP 
18 TarCap 
2 Air Spot 



7 February 
1336/ 
1833/ 

8 February 



1118/ 
1125/ 



1130/ 
1206/ 



H.M.S. COCKADE detached to proceed independently to Kure, 
Japan. 

Rendevoused with U.S.S. CHARA (KA-58) for test of Alderman- 
Rig for replenishment at sea. 
Moored to bouy #18 Sasebo, Japan, 

Underway for Kobe, Japan in company with H.M.C.S, ATHABASKAN 
in accordance with ComServRon Three dispatch 07HQ9Z of 
February 1952. 

Chopped to CTF 95 from CTG 95.1. 

Completed launching all remaining VKF-212 aircraft for fly- 
away to IT AMI Air Fores Base, Japan. 
H.M.C.S. ATHABASKAN was detached to return to Sasobo, 
Conducted AA gunnery firing drill (tfwed sleeve) in area 
Fox. 



9 February Moored starboard side to, pier h, Kobe, Japan for transfer 
of aviation spare parts, material, and turn over not^s and 
information to U.S.S. BAIROKO (CTE-115), who was relaiving 
the U.S.S. BADOHKG STRAIT in TG 95.1. 

1750/ All remaining personnel of VMF-212 were disembarked to pro- 

ceed to ITAMI Air Force Base, Japan, 



11 February Transfer of material and information to U.S. S. BAIROKO 
completed this day. 
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12 February Underway far TOKOSUKA, JAPAN. 

13 February Chopped to ComTTavFe for Operational Control. 

14 February Underway for Pearl Harbor, T.H, in accordance with ComNavFe 

110709Z of February 1952. 



1. The MK 77 Mod Fire Bomb is still considered to be unsatisfactory 
dui to^time consumed in assembly, and the tendency of the tie-rod threads 
to strip, both during assembly, and after assembled, and when hung on the 
aircraft, Several leaked as a result of the forces exerted on them by the 
catapult launch, -~nd som« separated completely. This was especially true 
during low wind condition launches. 

2. Hung rockets on returning aircraft continued, but the percentage in- 
volved was less than on the previous operation, A very effective rocket 
catcher (described as the "Fredericks Barrier" in Commander Task Element 
95,11' s Action Report serial 005 dtd 5 February 1952 by CO, U f S,S. BADOENG 
STRAIT) is in use by this vessel, but it is still felt that the best sol- 
ution to this problem would be the installation of a device for jettision- 
ing rockets from aircraft when firing fails to release them, 

3. The ASW allowance of MK 24 mines that is required to be carried at all 
times consum-s valuable storage space that could otherwise b* used to store 
armament more in line with the primary miFsion of close air support or in- 
terdiction. 

4» Ammunition expenditures. 

a. During the operating periods covered by ft is report the following 
ordnance was expended: 

1. 7 January through 24 January 19^2 



111 Performance of Ordnance Material and Equipment. Including 
Am m unition .Expenditures * 



VMF-212 Aircraft 
10GO# G.P. bombs 
500# G.P. bombs 
5 !1 HVAR Rockets 
3.5" Rockets 
6.5" ATAR Rockets 
Napalm bombs 
Rounds .50 Cal Ammo 



By USS BAD03HG STRAIT 
1,680 Rounds of 40MM 



148 
1,509 

394 
31 
41 



239,700 



in 




2. 25 January through 31 J anuray 1952 



By USS BADOBHG STRAIT 
1,742 Rounds 4Q MM 



By USS BADOEMG STRAIT 
3,170 Hounds 4CMM 



By VHF-212 Aircraft 

34 1009# G.P. bombs 

107 500# G.P. bombs 

125 3.5" Rockets 

1,173 5" HVAR Rockets 

23 Napalm bombs 

113,500 Rounds .50 Cal Ammo 

3. 1 February through 8 February 1952 

By VMF-212 Aircraft 

23 1000# G.P. bombs 

36 500# G.P. bombs 

339 3.5" Rockets 

212 5" HVAR Rockets 

7 Napalm bombs 

. 65,600 Rounds .50 Cal Anno 

Part IV Summary of Own and Enemy Battle Damage , 

1. Own Battle damage. 

a. Non:: of the ships of the task element sustained battle damage. 

b. For damage sustained by aircraft see Naval Air Warfare reports* 
(OpNav 3480.5 revised 4-51) submitted for this operating period. 

2, Battle damage inflicted on the enemy, 

a. The ships of this task element inflicted no damage on the enemy 
while^ operating as a member of this task element during the period cohered 
ty this report, 

b. For battle damage inflicted on the enemy by aircraft of the task 
element see Naval Air Warfare reports (OpNav 3430.3 revised 3-51) submitted 
for this operating period, 

Pi*"h V Personnel Performance and Casulties . 

1. Personnel performance was considered to be excellent and in keeping 
with the high standards of the Navy and Marine Corps. It is considered 
worthy of special mention that during the subject operations, VMF-212 
completed their 2000th terrier-free carrier landing. 
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2. Casualties. 

a. On 13 January 1952, Captain Ch&rles Clinton SCHWARTZ 021191/7302/ 
0110, USMC was forced to bail out over water after his aircraft was hit by 
enemy ground fire from enemy held territory in North Korea. Captain 
SCHWARTZ was picked up by helicopter and take* to the U.S.S, ROCHESTER 
(CA-124) where at 1315 he was pronounced dead of drowning and internal in- 
juries, 

b* On 26 January 1952, Captain John D, NADELHOFFER, 037971/7302 
USMCR, was forced to bail out over the friendly island of Kirin-Do after 
his aircraft was hit by enemy ground fire from enemy held territory in 
North K orea. Captain NADELHOFFER 1 s aircraft was trailing smoke and was 
at an altitude of 2000 feet when he abandoned it. His parachute was not 
seen to open b' his wingman. The aircraft crashed on the island and 
Captain NADELHOFFER was observed by his wingman to be lying 100 yards from 
it, Ths SAR helicopter arrived within 15 minutes of the bail out, and the 
crew reported th?.t Captain NADELHOFFER was dead when they arrived. It is 
believed that the pilot hit the horizantal sta biliser of his aircraft dur- 
ing the bail out attempt and was either killed or rendered unconscious at 
that time. Capt^n 1 NADELHOFFER ' s regains were wrapped in-his parachute 
and buried on Kirin-Do island. 

Part VI Comments and Recommendations 

1, The comments and r ecommendations submitted as part six of Commander 
Task Element 95.11's Action Report for the period 17 December 1951 through 
6 January 1952 apply also to the operating periods covered by this report. 

2, A break down of the carriers air search radar,' when all the other ships 
operating with her are allied destroyers, would seriously effect the def- 
ensive capabilities of the force, since the destroyer's radar are in 

Imany ways inadequate, this is particularly true for the Common Wealth 
..^destroyers. 

Recommendation: That care be exercised to insure tint screening vessels 
are assigned thrt have capable airsearch radar installed, 

3, The failure of the high voltage generator for the TCZ transmitter 
caused serious cliff iculties. 

Recommendation: Th?.t the spares allowance for radio transmitter be re- 
viewed. 

l+. The A.B. Dick mimeograph machine is a very important piece of equipment. 
It was new when this vessel left the Unit ad States in September 1951. Due 
to it's high usage hbttsver, numerous small easily replaced parts have worn 
out. 

Recommendation: That spare parts for the mimeograph machine be authorized 
and carried in stock by vessels having such machines on board. The parts 
con easily be installed by ship board personnel. 





5* Visual signals with Allied Ships in the screen was impossible at night 
thereby causing delay and possible error by the necessity of sending coded 
radio signals. 

i] Recommendation: The Allied ships operating with U, S, ships be supplied 
a with "NANCY" gear in order to minimize the delay in sending night messages; 

6. Small arms ground fire resulted in the ditching of two aircraft and the 
necessity of the pilots to bail-out. Both pilots were killed as a result 
of their billing out. 

Recommendation: That additional emphasis be placed on bail-out procedures, 
prioirto deployment of a squqdron, and the survival techniques for the area 
of employment be stressed, 

7. In communications there were two ever presfent problems (l) A tendency by 
all commands to over classify traffic and (2) the use of too high precedence 
attached to traffic. The combination of the two tended to bog down traffic 
and place ; an excessive,- burden en the communication personnel. 
Recommendation: That judicious screening of all traffic for over class- 
ification be instituted. The promlgati on of the recent dirictive. whereby 
encyrpted traffic, under some conditions, may be referred lo without 
classifying a reply will undoubtable help alleviate this situation* 
There should be a concerted effort by every one concerned to lower the 
precedence assigned to traffic. The efforts of one unit to lcwer the 
precedence attached to his traffic would not help the overall situation, 

3, The Section Baker Allowance for spare parts as modified by increased 
quantities of reported high usage items was in itself adequate for supnort 
of maintenance and repairs. However, there were too many critical items 
which, if it had not been for Carrier— on—Board delivery of overdue ship- 
ments, could have seriously reduced the availability of aircraft. Even so, 
one AOG for seven (?) days and another for three (3) days were caused by 
delay in receipt of original outfitting quantities. One was due to a port 
wing assembly that was 42 days overdue on delivery. The other was due to 
magnetos 37 days overdue. The fact that many critical items of spare parts, 
when requisitioned from the Li.S.S. JUPITiiR (AVS-8), had to be passed to as 
many as three (3) supply activities iS CONUS before availabe stocks of them 
could be obtained caused an increase in communications traffic that was 
unacceptable as a combat condition. 

Recommendation: Accordingly, it is recommended that increased levels of 
high usage items, especially surfaces, magnetos, generators, and instruments, 
be maintained by aviation supply activities supporting the forward areas, 
Further, it is recommended that the Carrier— on-Board delivery system be 
adopted as a permanent facility in aviation supply support, augmented by a 
vigorous follow-through on delivery overland to the point from which 
deliveries leave, 

9. Finally it is felt that no action report would be complete, especially 
when it involves Allied units, unless som* mention were made of the benifits, 
lessons learned, difficulties, if any, derived from operating with Allied 
unit s , 
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_ a. It is interesting to note that the Allied units operating with this 
unit were woefully lacking in a good gun laying fire control system for 
shore bombardment attested to by the air spotters and subsequent questioning, 

b. The non use of white phosphorus shells by shore bombardment ships 
to mark the initial fall »f ah»t. This was confirmed by questioning. 

c. On the oositive side of the ledger it was heartening* to- see and 
experience the progress which has been maae in the almost universal 
knowledge and adoptation of joint maneuvering, screening, communication 
and replenishment, evolutions by all units. 
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U.S.S. BADOENG STRAIT (CVE-116) 
c/» Fleet Pest Office 
San Francisco, California 



SECRET 

SECURITY INFORMATION 



Date 







FLIGHT SCHEDULE 


FOR 








SUNRISE 






Date 






SUNSET 


Event 


Comp. 


>tissi»n 


Launch 


Land 


Ammo. 


Fuel 


A-l 


2 


CAP 




•925 


Note 


1 


339 i 


A^2 




TARCAP 


•73? 


8925 


Note 


6 


it 


A~3 


4 


COAST RECCO 


0738 


9925 


Note 


4 


tt 


B-L 


2 


CAP 


0910 


11M 


Note 


1 


n'; 


B~5 


4 


TARCAF 


9910 


1160 


Note 


6 


11 


C-6 


2 


CAP 


1045 


1235 


Note 


1 


11 


C-7 


4 


TARCAP 


1645 


1235 


Note 


6 


11 


C-8 


4 


STRIKE 


1045 


1235 


Note 


3 


t! 


D-9 


2 


CAP 


1220 


1415 


Note 


1 


11 


D-10 


4 


TARCAP 


1220 


1415 


Nete 


6 


!t ■! 


E-ll 


2 


CAP 


1400 


1530 


Note 


1 


II 


E-12 


4 


TARCAP 


1400 


1530 


Note 


• 


11 


F-13 


2 


CAP 


1515 


1730 


Note 


1 


11 


F-14 


4 


TARCAP 


1515 


1730 


Note 


6 


It 


F-15 


4 


RIVER RECCO 


1515 


1739 


Note 


4 


11 



It 
It 

It 

1! 
tl 

tt 
II 

tl 
II 

t! 
It 
II 



NOTER: 



1. 

2. 

3. 
4. 
5. 

6. 



All A/C full load .50 Cal. 

Maintain 2 A/C en Condition 11 after each launch from one- 

half hour before sunrise until sunSfet. 

500# 4/5 delay, 8-HVAR 

10U0# 4/5 delay, 8-HVAR 

2 A/C - 500# GP/DC, 8-WP 

2 A/C - NAPALM, 8-W 

2 A/C - 500# GP/DC, 8-HVAR 

2 A/C - NAPALM, 8-KVAR 



Approved : 



vfiubmitted: 



G. R, PALUS 
CDR, USN 
Operations Officer 



A. S, IRISH 
LCDii, USN 
Air Oper. Officer 
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From: CTE 95,11 

Action: CoraNavFe 

Info: CTF95/CTG 95,l/CTE 95.19 
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To: 

Via: 



Subj: 
Kef: 



U.^.b. BADOJiKG bTHAlT (CVE-116) 
c/o Fleet Post Office 
an Francis co , California 



CViuLl6/bOC/jd 
M-3/30 

■srf: 0020 
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16/V0V 
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GOWN GRACED AT 3 YEAR IMTERVA 

Commanding Ulliuyi', U.b.^. BADOiiMG STRAIT (CVE-116) DECLASSIFIED AFTER 12 YEARS 
Chief of Naval Operations DOD D1R 5200.10 

(1) Comi^ander Task Group 76.7 (Commander Carrier Division SWMITm'.FN) 

(2) Co mm ander Task Force 76 (Commander Amphibious Group T.HREi;) 

(3) Comiiiander Joint amphibious Task Force 7 (Commander siviiNTH Fleet) 

(4) Comiiiander Naval Forces Far jiast 

(5) Comiuander in Chief, U.o. Pacific Fleet 

notion Report for 9 October through 16 October 1952; submission of 

(a) Art 0705 Navy Regulations 

(b) opwaV inht 3460.4 

(c) CItJCPACFLT MbT 34&0.1 

(d) CTF 90 and CTF 76 Op Plan No. 101A-52 

(e) CTG 70.3 Op Plan No, 22-52 

(f) CTG 76.7 and CTS 76.53 Op Plan No. 21-52 

1. In accordance with references (a), (b), (c), (d), (e), and (f) the 
action report of the BajjOMG STRaIT for the period from 9 October through 
16 October 1952 is submitted herewith. 



2. The report is divided into six parts, as listed below: 



Part 


I 


General Narrative - Appendix I 


Part 


II 


Chronological Order of events - Appendix II 


Part 


III 


Ammunition expenditures - Appendix III 


Part 


IV 


tiummury of our and eneiiiy battle damage - Appendix IV 


Part 


V 


Personnel performance and casualties - Appendix V 


Part 


VI 


Comments and recommandations - Appendix VI 



H. L. ti£L V 
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CNO (2) Advance 

CINCPACFLT (2) Advance' 

OBiCPaOKLT Evaluation Group (l) 

OOrJJAVFiii (1) Advance 

COjMMAVFii iivaluation Group 

CQHTthifliT (1) Advance 

GTF 76 (2) Advance 

CQhAliiRaC (5) 

COktij^tVPAC (1) 

UOwFhWaP (l) 

Maval War College (l) 

CCD-15 

CO, FAlH&tfTUPAC (2) 
U.d.b. BaTaAH (CVL-29) (1) 
U.S.S. RfiNiJOtfA (CVE-1U) (1) 
U.S. a. dAluOKO (CViS-115) (1) 
U.o.ts. SICILY (CNEr-HQ) (l) 
U.a.S. POINT CKUZ (CVE-119) (1) 

AUThiiUT I CaT j£D 




S. 0. C0L3 
C1JH,, USfcl 

Operations Officer 
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SSls r T h C T^ d ^ Captain h * L - 62691/1310, U3K, and 

clt^tTll ' ConHr t nd t r /■ KjJM > OS4253/1310, USN, Ccmmanding/emoarked- 
Sef the one/f ^ °f T ? ^ F ° rce 76 ^ d successive^ 

Som fvl? , C ° n rcl ° f &™P 70.3, Colander Task 

-roup ,6.7 and Commander Task dement 76.53. Commander Carrier DIth sion 17 

2. The mission of the J&iiQENG STRAIT during this period was: 

(1) To conduct AbW flight operations in support of Commander Task Group 
,6.7, «der Task dement 76.53, and Commander Task Group 70^3? 

3 \ Task dement of which the SADO^G bTtU.I1 was a part reDorted for 
uuty wxth UTG 76.5 at OTWtU, Japan, departing on ^ ct ober * to ar ea TARE i n 

vJr\ The * nem y ±orces wei>e the ftorth Kor eii n Peoples Army and the so called 
Volunteer Cninase Communist Forces in North Korea TMsTaSTun?? IIJ- ™ s 
the tasks set forth in the mission. V, .quadron 931 Sew 2?S 2y anTn?^ 

resume its normal designation of Task Group 96.7. 
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^G 70.j No. "22-52 
Chart and rieferenca 
"ask Urban ization _ 
70.3 ^SW Group 

(a) 7O -20 Carrier E) R m„n+_ 



JOINT AitfHIBIOUj TASK FOHCE 7 
OOK^hDrit TabK GrfUUP 70,3 
aSW GHUUP and 
COriCAHjIV-17 

U.b.a. BaDOSWJ STRAIT, Flagship 

Yokosuak, Japan 
1 October I952 

Air Navigation Chart V3O-I7 

HaEM C.E. SKSTKOto (212) 



BaDOSNG STRAIT (CTE-116) 
VS-93I 

Plane Guard(s) aS assigned 
(b) 7031 ^££^ nd_De 5 trover Kl ^ 

Destroyers as assigned 
(CJ 70 *3.1 Surface Attack Unit, 

Destroyers as assigned 
UJ 7 °- 3 - 2 ^§^ttack^i^ 
Destroyers as assigned 



CaPT H.L. RAY ( 1362) ! ws 

cdr F.ir. KjjKNar (5420) lft ^ 
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JOINT *I'iPhI3IOUS T^SK FORCE 7, 

COk.^jDiiri T«ah. GaOUF 76.7 and 

TribK iLBajiHT 76.53 of TaSK FORCE 76 

and COkGrt.iiJJIV-17 

U.S.ts. BADO^G STRaIT, Flagship 




oTG 76".7/CTE 76.53 No. 21-52 



Yokosuka, Japan 
1 October 1952 



uhart and kap References: (Refer to ComPhibForFE OpPlan No. 101A-52) 
T ask Qr ^anig^t ion 



(a) 76. 7. 1/76.53*1 surface Attack Unit One 

Destroyers as assigned 

(b) 76.7,2/76o3.2 burface attack Unit Two 

Destroyers as assigned 

(c) 76.7.3/70.53.3 Carrier Unit 

3,iilXlI£NG trriUIT (CVS-116) C*PT h.l. ray (1362) 1 CVE 



76.7 aSW Group 



RaDh C xC. EKoTROK (212) 



76.53 aSW Element 



tihm C. xi. EKbTROfe (212) 



Vb-931 



CDR F.V. KENhiEY (5420)l6AF 



Plane Guard(s) as assigned. 



(d) 76.7.4/76.53.4 



Screen and Destroyer Unit 



Destroyers as assigned 
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CHRONOLOGICAL Oh iJER Of j.VriMTb 

9 October 1952 

0821302 arrived OTaRU, Hokkaido with CTG 96,7 and VS-931 embarked. 

O9O430Z Underway from OTaRU, hokkaido with CTE 76.53 and VS-931 embarked. 

0905052 Launched 2 nbW teams for *bP using search plan 1 iilKE for Anti- 
submarine coverage during sortie of CTF 76.5. 

0907502 Recalled all aircraft and cancelled further air operations due 
to weather, 

10 October 1952 

091S00Z CTG 76.5 reported pinacle (Enemy radar at bearing 300°). 
0919152 Launched One (l) team for ASP. 

0920102 aircraft investigating 3 toJtfT reports bearings indicated "A" 
(232°), "B" (010°), and *C n (307°). Aircraft encountered 
heavy rain while investigating pinacle "A". The BADOENG STRAIT 
and the HaItuiY u. HUBttaRD attempted to coordinate by triangulation 
on these pinacles but the base line oetween the ships was too 
short to give a reasonably good position of the source of RENT. 

0920202 The HiinHY Ji. HUBBARD reported pinacle "C" as RENT 8800/200/l/ 
unknown/300°T . Evaluated as possible enemy submarine, 

0920232 Pinacle "C" faded. 

0920252 Pinacles "a" and "B" faded, 

0921002 5 Kneehigh (diUJOiJWG STRaIT aircraft call) reported APS -20 radar 
out of commission, 5 Kneehigh was recalled. 4 Kneehigh was 
ordered to search, under positive control, ahead of the Task 
Group . 

0921402 The FRANK KNOX in station 5 reported sonar contact 235°/8000 yards. 
The HOLLISTER assisting. The Task Group made an emergency turn 
20° right. 

092148Z Sonar contact evaluated as school of fish by the HOLLIb'TER. The 
FRaNK KNOX concurred, 

0922512 4 Kneehigh returned from search and landed. 

1001342 CTG 7o.5 reported REWT 85 65/700/l/unknown . This was evaluated 
as hK-34 fire control radar or possible S3 radar. 
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10 October 1952 (Continued) 
100258Z Launched one team for ^tbP. 

l'J04072 BiiiOiiljii . i)Ti-UIT exercised, at General Quarters for abandon ship 
dri!'_i , 

1D0558Z Launched search team for AijP, 

100601Z Recovered 3earch team launched at 100258Z. 

\01045Z Recovered search team launched at 1005582. 

11 October 1952 
101837Z AbP cancelled due to weather. 

102340Z The HriiutY 1% hUBJiuiD reported xtBMT 4350/410/2/unknown/unknown. 
Ho evaluation could be made. 

110000Z Launched one search team for AbP Plan 3L, 

110120Z 7 and 8 Kneehigh reported a disappearing radar contact. 8 Knee- 
high (attack aircraft) was unable to drop sonobuoys due sonobuoy 
dispenser failure, 22 Kneehigh was launched to replace 8 Kneehigh. 
8 Kneehigh was directed to conduct visual search ahead of the 
screen. 

110256Z Launched 3 and 4 Kneehigh for nbP, 

1103122 Contact reported by 7 and 8 Kneehigh evaluated as non-submarine, 
1103432 Recovered 7, 8, and 22 Kneehigh. 

110400Z The tUDOiiNG STRAIT exercised at General Quarters for »A» boi^b 
defense, 

1106062 recovered 3 and 14 Kneehigh, 

1107002 Launched two teams - 9 and 10 Kneehigh first team and 4 and 15 
second team for h^P search plan 4L, 

1107102 9 Kneehigh reported his aPS-20 Radar out of comudssion. 5 Knee- 
high was launched as replacement. 

110933ii The HbutttY h. rnW.i^.J reported RiiMT 2o40/700/2/lO/l65° . 

1110532 4, 5> 10, and 15 Kneehigh recovered, 

12 October 1952 
d 9, 14, 7, and 20 Kneehigh for aSF. 
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12 October 1952 (Continued) 

1I1855Z d^LOiiWG ST^IT obtained ruiWT ll6/6o/5/3/unknown. 

1LL907Z Task Group 76.5 disolved. Task Group 76*7 was farmed under 

can'Mjnd of Commander Carrier Division 17, with EkDOMG STRAIT , 
Va-?.jl embarked, and the DDs tfilAA.Ji\ , KIDD, ViuiDiWSUtiN , and 

1119302 General Quarters - set Condition ONiS. 

1121002. Launched 5 and 10 Kneehigh and 3 and if Kneehigh for aSP. 
JJL21452 9, 14, 7, and 20 Kneehigh recovered. 

1123402 3 and 4 Kneehigh reported disappearing radar oontact 6 miles 
East of ULUNG-DO. Sonobuoys were dropped with no results. 

120000 Z Launched 2, 19, 7, and 22 Kneehigh for AbP. 

1201002 5, 10, 3, and 4 Kneehigh recovered. 

1202562 Launched 12, 15, 10, and 17 Kneehigh for *SP. 

1203132 Launched 5 Kneehigh to replace 17 Kneehigh whose radar was 
reported out of commission. 

1204112, CTF 77 reported 20 enemy aircraft over WJi^aN, 

1204U2 CTF 77 reported enemy aircraft headed Northwest. 

1207002 12, 15, 10, 5, and 17 Kneehigh recovered. 

1208302 Launched 7 and 22 Kneehigh for aSP. 

1211122 7 and 22 Kneehigh recovered. 

13 October 1952 
1216002 Launched 7 and 20 Kneehigh for ASP. 
1220312 jJawn alert - set Condition Ohiii. 

1220492 drtDOi-Nli bTK^IT obtained iuAiT 6710/300 to 900/ 1 to 3/4. 
1220522 Launched 4 and 11 Kneehigh for aSP. 
1221272 7 and 20 Kneehigh recovered. 
1222152 Fueled W&DL^tBUitN (LD-684). 

Led UHIIiaNN (DL-667). 

APPiUDIX II-3 
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(Continued) 

5 Kneehigh reported aPS-20 
launched as replacement for 

±300402 Fueled KIJJ (Dx>-66l). 
J.30150Z Fueled nOPi^ELL (DD861). 

130206Z 7 Kneehigh reported disappearing radar contact bearing H5/3.8 miles 
dropped investigating sonobuoy. Later evaluated as school of 
porpoises seen in the area. 

130310Z Launched 17 and 20 Kneehigh for aoP. 17 Kneehigh could not re- 
tract landing ge^r so 19 Kneehigh was launched as replacement, 

1303372 14 Kneehigh had barrier crash necessitating engine and propeller 
change, 

130400Z 8, 10, 17, 5 Kneehigh recovered. 

1304002 BaDCENG STRaIT obtained itiMT 8795/1575/. 25/unknown/unknown . 

I30415Z Bn.D0ii\iG oTKaIT obtained HMV 885/1785/. 25/2/unknown. 

130407Z Both 19 and 20 Kneehigh IFF inoperative. They were then assigned 
to search bouth of the force, under positive control. 

14.0455 Z Launched 6 and 9 Kneehigh to replace 19 and 20 Kneehigh on A.SP 
in vicinity of contact area, 

130620Z, Task Group 76.7 dissolved and Task Element 76.53 reactivated with 
same forces under command of Coimiander Carrier Division 17. 

1306202 17 and 20 Kneehigh recovered. 

1307562 Launched 10 and 19 Kneehigh for aSP. 

1308362 6 and 9 Kneehigh recovered. 

1310262. Joined Task Group 76.5. 

131110Z 10 and 19 Kneehigh recovered. 

131455Z hAKhY jji. HU3HAKD (DD-768J reported KuliT 1450/50/15/5. 




1300002 Launched 5 and 14 Kneehigh for n.BP. 

radar out of commission. 7 Kneehigh 
5. 

130035Z 4, ;i, and 11 Kneehigh recovered. 
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14 October 1952 

131805Z Launched 2 and 9 Kneehigh for ASP, 

1319472 (DD-667) reported sonar contact, doubtful submarine 130°/ 

2175 yards. 

1319532 Task Group made emergency turn to starboard* 
1320142 UHLtW'&i evaluated contact as school of fish, 

1320352 iMhMILijii, (PF) in the slow tractor group reported sonar contact, 
evaluated as submarine , Worth of ULUNG-DO. R0G.eR3 assisting. 
2 and 9 Kneehigh vectored to investigate. 

1321002 Launched 8 and 17 Kneehigh for aSP. 

132123Z 6 and 17 Kneehigh relieved 2 and 9 over contact area, 

1321352 8 Kneehigh dropped 2 sonobuoys then dispenser jammed, 17 Kneehigh 
reported his aPS-20 Radar inoperative. 

132140Z 2 and 9 Kneehigh recovered. 

132205Z Launched 12 and 19 Kneehigh to replace 8 and 7 Kneehigh. After 
several attempts at working the dispensor 8 Kneehigh finally 
succeeded in laying a complete pattern. Cavitations were heard 
but were evaluated as caused by adjacent ships. The contact was 
evaluated as school of fish, 

1322552 12 and 19 Kneehigh directed to search in closu proximity of Task 
Group, 

140003Z Launched 11 and 22 Kneehigh for *SP. 

140050Z 8, 12, 17, and 19 Kneehigh recovered. 

140150 Z General Quarters. Unidentified aircraft in the area, 

1402072 Aircrait identified as friendly. Secured from General Quarters. 

1403O0Z Launched 5 and 20 Kneehigh for rtbP. 

14063 02 Launched 9 and 22 Kneehigh for aSP. 

1407042 5 and 20 Kneehigh recovered. 

141016Z 22 Kneehigh recovered. 

141018Z 9 Kneehigh crashed over port side after failing to engage an 
arresting wire. H0Ll.ISTj£R and STABLE assisting in search for 
'members. 
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14 October 1952 (Continued) 

141042Z Crew of 9 Kneehigh composed of 4 men, recovered by HOLLISTiR small 
boat and returned to BaUOiMi STKaU . Crewmen received only minor 
injuries. 9 Kneehigh sank. 

15 October 1952 

141900Z CrS 76,53 chopped to CJaTF-7 to become CTG 70.3 with BaDOSNG STRAIT 

Vb-^31, NiiJUutBlMJ , UHLMAMJ, HOPwLWLL, KIDO/fHhNK KMX, and 
hOLi.IbTiiit. 

142030Z GenerJL Quarters, dawn alert. 

1421002. weather unsatisfactory for flying. Kir Operations held in 
abeyance on one half hours notice. 

150220Z "H" hour set as 151400HW± by CTG 76.5. 

1502452 Launched 4, 17, 5, &> 2, and 11 Kneehigh for aSP. IFF inoperative 
on 4 and 17 Kneenigh. 

150315Z Launched 1 and 10 Kneehigh to replace 4 and 17. 
1503^2Z 4 and 17 Kneehigh recovered. 

150335Z 1 and 10 Kneehigh IFF inoperative directed to search in vicinity 
of own carrier under positive control. 

150400Z Fueled HOPuJLWLL (i)D-S6l) 

15O420Z 5 and 6 Kneehigh reported disappearing contact 220°/60. Sonobuoy 
pattern laid and machinery noises received. Contact designated 
as GOBLIw ABLE, 

150425Z ijOs a1:;GEL^o and CKhIG reported to be close to contact area, 
possible source of machinery noises. 

15045 5Z Fueled wEijJ^tiSUitN (DD-634) 

150516Z TE 70.31, ShU-1 coidposed of nOLLlbTEtt and FHaNK iUiOX departed 
screen for contact area. hOLLIbTER in command. 

150528Z 6 hneehi^i reported sonobuoy pattern lost due to high seas. 
150540Z Fueled KIDD tDJJ-661). 

150545Z 8 Kneehigh laid new sonobuoy pattern. Still receiving machinery 
noises, but no movement of target. 

150023Z Launched 3, 20, 12, 7, 14, 19 Kneehigh for aSP. 55 Knots of wind 
accross the deck. Flew aircraft off with full load, did not use 
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15 October 1952 (Continued) 
1506572 1, 8, 10, and 5 Knetshigh recovered. 

1507202 2, 5> and 11 Kneehigh recovered. All aircraft recalled because 
of high winds and heavy seas. 

1508502 3, 7, 12, 14, 19, and 20 Kneehigh recovered. 

1510402 CTG 70.3 chopped to TF 76 to become CTG 76.7 to provide jiSP for 
TG 76. A- on movement to' P'OK^G-UONG. 

I5IIOO2 Contact Cold. aaU-1 composed of FkaNK KNOX and HOL^Ii/IiK chopped 
to OTE 76.4. 

16 October 1952 
1520002 Launched 5 and 12 Kneehigh for -aSP. 
1523362 Launched 4 and 11 Kneehigh for ^bP, 
1600002 5 and 12 Kneehigh recovered. 
1600202 Fueled UhJJ-^,1, (DD-867). 

1601252 Fueled HOLLISTEH (DD-788). 
1602252 Fueled bTEhBLE (DD-644). 
1603372 4 and 11 Kneehigh recovered. 
1604002 Fueled OZBOliiN (DD-846). 
1607002 Fueled FRiiiMK KNOX (DDR-742). 

1607552 Operations having been terminated for this group CTG 76.7 chopped 
to COi^VFE to resume its normal designation of CTG 96.7. 
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AMMUNITION EXPENDITURE 



No ammunition was expended during the period of this operation. 
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SUMhaRY OF OUR *ND ENEMY HhTTLE DaI^GE 



The B^DGtiNG STRh.IT did not engage the enemy. No battle damage resulted. 
No ajimmnition was expended in battle. 



APPENDIX IV 



Ossified 



There were no casualties. The performance of personnel was deemed to be 
B-tiBiiictory in all respects under the conditions that existed. The 
effectiveness in full combat of the ship's batteries and repair parties with 
fractional complements and frequent personnel changes remains to be seen. 




HP™ "^'nrn 

COhkcNTS hND RiLCQhJXii^ DaTIONS 



I. ^^V.O, OPi^'iTjNS 
Surface 



(1) Tactics 



The formation was protected by a bent line screen. Formations 92R, 
92V, and 922 were prescribed for TF 76.5. In 92H (the formation 
normally used) this ship was assigned B^KrR ^2 as its station. The , 
bOA of the group was 15 knots, tiius leaving a. U knot speed dif ferent- 
ial for the carrier to take position for the conduct of flight opera- 
tions and return to station. This necessitated the carrier having 
to leave station approximately one hour early under wind conditions 
that usually existed to position itself for flight operations by 
method iitKiiH. It would be preferable for conducting air operations 
to leave one station in each quadrant on the outer circle unas signed, 
giving the carriers the option of selecting a station which would 
facilitate operations. 

Recommendations : 



Mien formation 92B is used or a similar formation is prescribed, 
assign to the carriers one station in each quadrant, on the outer 
circle, for occupancy at its option, depending upon existing wind. 

B-, Air 



(1) Day - fright 

It is believed that this is the first fcL.B a CVii has attempted to 
operate with a full VS complement of 18 *F-2 Type aircraft under 
war tiiiie conditions. 

when eighteen (18) aircraft are carried, eight (8) can be carried 
on the hangar deck and still allow sufficient space for the helicop- 
ter and the tournapull. Ten (10) aircraft can be operated and 
handled on the flight deck. Nine (9) aircraft were spotted forward 
of the barriers, thus permitting recovery of the tenth aircraft. 
Under adverse deck conditions, or during night recoverey operations, 
a longer landing interval for the last few aircraft was necessary 
in the interest of safety. Spotting operations in the very close 
quarters forward of the barriers was necessarily slow. Furthermore, 
this longer interval between aircrait enables plane crews and spott- 
ing personnel to clear the area forward of the barriers prior *to 
the next aircraft's recovery, a most important measure of safety. 

C. All Weather " 



On October lifth and 15th a low pressure wave formed with surpris- 
ing .jaPAdityjin the objective area, The attendant high winds caused 
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a choppy sea which soon developed heavy grounds swells. It was 
necessary to cancel flight operations because a severely pitching 
deck increased the possibility of a landing aircraft damaging the 
tightly spotted aircraft forward, a further consideration was the 
possibility of serious damage to the ifcirk IV arresting gear due to 
the weight of the aF aircraft. 

Anti-Submarine 

(1) Surface 

Standard bent line screens were ordered employed. No unusual anti- 
submarine tactics were used. 

(2) Aircraft 

The tactics used by aircraft were in accord with published doctrine. 
The armaaent carried w^s one (l) M-24 Mine, two (2) M-54 depth 
charges and four (4) 3-25" rockets. This combination of armament 
would perjidt the attack plane to press a Class "A" attack anywhere 
within the area to be covered, the hK-24 mine to be used only when 
well clear of friendly forces. 

riecofflTiiandutions: 

i\ione, 

(3) Air/Surface 

At 150^202 one team reported a disappearing radar contact. A 
standard five (5) buoy pattern was laid and machinery noises were 
heard and reported. The contact was 60 miles from the Task Group. 
a Search and Attack Unit consisting of the H0LLIST.dE and FHaNK KNOX 
was dispatched to the Datum, High seas prevented the SALT from 
steaming at full speed, therefore, the tirne late was excessive. By 
this time the pilot had used all his smoke lights in trying to 
keep his pattern marked. He could only maintain his position in 
the general area by radar plotting from known positions on the 
beach. The SaU arrived in the area, however, and commenced a spiral 
search plan. At 151100Z the contact was reported as still cold. 
The SaU was ordered to abandon the search. 

Kecommendations: 

(a) Advanced training should be provided to develop the ability 
by airborne radar operators to interpret targets through heavy 
sea returns. 

(b) a long burning smoke light of at least two hours should be 
loped. 
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In early July of this year it was decided to install the M-10 IFF on 
this vessel, then scheduled to sail on 19 July, a hurried installation 
of UPi-1 equipmoit was made by the Naval Station, San Diego. This 
equipment was installed for use with the SK radar. This installation 
is unsatisfactory in that it is non -directional and the reliable range 
is limited to about 20 miles. One test with aircraft was made prior to 
departure west coast. There was no opportunity to use this equipment 
until the period of this operation* The indication on the scope is a 
complete circle that coincides with the target being interrogated. This 
indication is satisfactory only when two targets do not appear simul- 
taniously at the same range, and there are relatively few targets on the 
scope. 

Recomjjiandat ion : 

The complete oPs-6 and UPA-1 equipment should be installed at the 
earliest opportunity. 

7?- ELiiCTIiOwIC CGui\iTjitt INSURES 

i 

\ During previous Huntar/Killer oper-tioas an experimental installation 
\ of equipment was made to determine the extent' of improvement 

of this equipment over the standard shipboard ECM equipment* of limited 
frequency range, a motor generator from the hN/aRR-7 was used to obtain 
the necessary 115V hC 400 cycle power for the equipment. A motor 
generator from the ^V^Pi-i was used for the 20V DC supply. The ^J/';iPR-9 
was installed in the ship's EQi Room, and connected so that it fcould be 
supplemented by the nD-J pulse analyzer, KDP Panoramic adapter, and the 
D3K direction finder for further evaluation of contacts. The DBK 
antenna was used with the TM-128 and TN-129 tuning heads. Excellent 
1 bearings were obtained on the primary frequency in passive ECM exercises 
on a submarine bV radar out to 30 miles without having to worry about 
harmonics. On higher frequencies, such as the SS radar uses, a standard 
"V (n£i — 45 a/hPR) antenna was used. This was necessary since the 
sensitivity of the JBti antenna at these frequencies was so high that 
the DBM scope was completely saturated, and no bearings could be obtain- 
ed. The iiDP and ttDJ were used to further evaluate contacts. The RDJ 
was used successfully in determining pulse width. The iiDP was used to 
determine the- repetition frequency without much success. The best repeti- 
tion rates were obtained by the operator using earphones. The ship eval- 
uates the installation as highly successful, the most important feature 
being that of the frequency range of the hPR-9, The installation was 
transferred on 16 October to the U.^.a, bICILY. 

Recommendations" 

The aPR-9 equipment should be made available for installation on an 

interim basis, as described above, until permanent equipment is procur- 
ed for shipboard use. 
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10. WT^tiLiL 
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a. Bureau of aeronautics 

(l) Catapults and arresting G^ar 

The H-4C catapult was used almost exclusively due part of the time 
to low wind conditions and part of the time to the unavailability 
of the h-2 i'iod 1 catapult. The ^F aircraft spotted fairly easy, 
considering its size and weight. It is essential , however , that a 
tail wheel steering bar De used to expedite lining the tail wheel 
fore and aft along the catapult tail wheel guide. Low wind condit- 
ions reduced the usefulness of the H-2 I-iod 1 catapult. The avarage 
launching pressure used was 2850 psi. This exerted high shock loads 
on the reeving and sheave system. Consequently, in addition to 
routine checks, careful inspection during non-operating periods was 
required to insure proper operation of the bearings and spacers for 
the high speed towing sheaves. 

The MK-4 arresting gear with the M-4 CPV and the Fisher limited 
lift valve operated normally throughout the period, with only one 
difficulty b^ing encountered, although wind over the deck was often 
as low as 18 knots, the mean was about 24 knots, there was little 
difficulty in arrestiiig the «F in favorable seas. Aircraft were 
scheduled for three hour flights and were loaded, during daylight 
hours with one (l) M-24 mine, two (2) ixiK-54 Depth Charges, four (4) 
3-25" rockets and a full load of fuel. Occasionally, due to adjust- 
ments of the flight schedule it was necessary to recover the ftF2S 
in a slightly overloaded condition. When this became necessary the 
average overload was 200 lbs. No difficulty was encountered, how- 
ever, in arresting the aircraft in this condition and no illeffects 
were noted in the arresting £ti.r. Three instances occurred wherein 
aircraft pulled out close to the maximum available purchase cable. 
These times occurred during low wind conditions with the flight 
dock steady. The average runout experienced was approximately 
117 -eet. 

H-2 hOLU Catapult 

a malfunction occurred when the 30-inch speed sheave on the piston 
end froze. Disassembly aid inspection of the sheave and bearings 
revealed that the roller bearings had broken down, possibly due 
to high shock loads, resulting in excess friction and binding of 
bearing surfaces. Temporary repairs were made by the ship's force, 
and the catapult returned to an emergency standby status. 
Inspection of the 3'0-inch speed sheave on the crosshead revealed 
that it was also beginning to break down, Idhile operating with 
aF's most launchings were made at pressures near 2900 psi. This 
caused unusually high shock loads to be exerted on the sheaves, 
itll sheaves were receiving ample lubrication. 
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U. b. b BaiX^G STRAIT (CvAl6) CVE116 /SO C /let"* 

c/o Fleet Post Office^ A16-13/30 

San Francisco, California 3 er: Q023 

DECLASSIFIED 2 5 DEC 1952 



From: Commanding Officer, U.b.b. BaDOElmG oTBAIT (CVii-116) and Commander 

Task element 95.11 
To: Chief of ftaval Operations 

Via: (1) Commander Task Group NIIV^Y-FIVli POINT ONE 

(2) Commander Task Force WxkETY-FIVE 

(3) Commander SEVENTH Fleet 

(4) Commander Naval Forces, Far East DOWNGRADED AT 3 YEAH IHIERVALSl 

(5) Commander in Chief, U.S. Pacific Fleet DECLASSiHED AFTER 12 YEARS 

DOD DIR 5200,10 

Subj: Action Report 29 October 1952 through 12 November 1953; submission of 

lief: (a) Art 0705 Navy Regulations 

(b) OPNaV INbT 3480.4 

(c) CIwCPaCFLT ii\ibT 3480. 1A 

(d) CTG 95.1 OpOrder 2-52 

End: (1) Sample Air Schedule 

(2) Aircraft usage and availability; chart of/p'^ 

1. In accordance with references (a), (b), (c), and (d), the action report 
of lask Element 95.11 for the period 29 October 1952 through 12 November 
1952 is submitted herewith. The Connnanding Officer, U.S.b, BADOEWG STRAIT , 
was Couuandar Task Element 95.11 from 2100 on 30 October until 2100 on 10 
iMoveniDer of this period, 

2. This report is divided into six parts, as follows: 

PaRT I General Narrative 

PaRT II Chronological Order of events 

PAiff III rieiiiarks on performance of ordnance, material, and equipment, 
including ammunition expenditure* ' 

FaiiT IV buimuary of own and enemy battle damage. 

PnnT V Personnel performance and casualties 

PaRT VI bpecial comments on Doctrine and Operational Procedures 

3. Greater detail with respect to aircraft performance may be obtained by 
referring to VMa-312 Type »B' r Report Command Eairy for November 1952. 

PaRT I 

Gjitx^iAL NjUuiaIIVE 

(l) During the period 29 October 1952 through 12 November 1952, the U.S.S. 
iJADOduG SfRjilT, under the 'command of Captain H,L. RaY, 62691/13IO, USN, and 
with iyarixte Aircraxt Squadron Vi-iA-312, Lieutenant Colonel R.E. CaIiERON, 
07207/7302, UbkC, CojUiianding Officer, embarked, operated as a unit of the 
u.b. D^VJiiTH Fleet in Task Force 95, under the operational control of 
Coriander Task Group 95.1. 
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(2) The Commanding Officer, U.b.b. BaDOj£NG STRaIT assumed command of 
Task Element 95.11 at 2100, 30 October 1952 upon arrival in the operating 
area and was relieved upon departing at 2100, 10 November 1952 by Comuanding 
Oi'iicer, H.h.S, GLORY. During the period of this report Task Element 95.11 
consisted of one escort carrier and from three to four destroyers acting as 
screening vessels. The screen was reduced to two or three ships nightly to 
provide one vessel for close inshore patrol under the direction of Commander 
Task Element 95.12. 

(3) The mission of Task iiement 95.11 was to conduct air operations essentia 
to the maintenance of the blockade of the "West Coast of Korea. The Task 
iiement was assigned certain tasks which are briefed in order of priority as 
follows: 

(a) To provide by day a 2 aircraft T^CaP over TU 95.12.1 in the ChOEO- 
bOKTO area to strike active enemy artillery, protect against enemy 

■- piston-driven aircraft, to patrol the local coastal area, and . 
provide air spot . 

(b) To provide air spot for other units of TE 95.12. 

(c) To provide combat air patrol for TE 95.11. 

(d) To provide air strikes requested by TE 95.15, guerilla organizations 
and J0C, Korea, 

(e) To provide armed reconnaissance of the coast line from the Han 
rtiver to briNChON. 

(f ) To provide armed reconnaissance, strikes and interdiction through- 
out the assigned southwestern Korean land area. 

(g) Provide close air support. 

(h) Provide convoy cover on request. 

(iir) The enemy forces were the North Korean People's Army and the so-called 
"Volunteer" Chinese Communist Forces in North Korea. No enemy naval forces 
were encountered by this vessel, ^nemy small craft operating in the rivers 
and estuaries together with numerous enemy installations ashore were attacked 
and destroyed by aircraft of this Task zlement, 

(5) The BhUM\IG bTiiri.IT with VM-312 embarked and H.M.S. CONSTANCE (D-71) 
in company departed basebo, Japan on 29 October 1952 for the Yellow Sea in 
compliance with CTG 95.1 dispatch 2?1355Z Octo oer 1952. Gunnery exercises 
were conducted enroute in area GiiJOiiGjs. 

(6) iiight tfi'jA-312 aircraft which had been placed ashore for use in Field 
Carrier sanding Practice by newly arrived pilots landed aboard the ship 
from K-6 on 30 October 1952. A total of 53 carrier qualification landings 
were made throughout the day to qualify 6 pilots and to requalify 5 pilots 
who had had no recent carrier experience. 

(7) Combat air operations commenced at O63OI on 31 October 1952 and dawn 

to dusk operations continued throughout the patrol. Five deck load launches 
were made daily at 1 3/4 hour intervals, since this method was considered 
best suited to fulfill tasks assigned, i^ach launch comprised approximat ely 
50 percent of available aircraft. First priority was given to maintaining 
the TmtCnP over TU 95.12.1. Availability permitted increasing the number 
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of aircraft from two to four. This increase was considered highly desirable 
since, when targets were not available over the Task Chit, as was frequently 
the case, the lauUAP was given permission to absent itself temporarily to 
strike in otner areas when lucrative targets existed. Thus the TaHCaP was 
always briefed r^rding alternate targets and oft tin made strikes on inland 
areas. It was sometimes diverted northward to make the armed reconnaissance 
of coastal waters to hAmGhUtl under cover of Air force F-86 sw-eps <= cond 
priority was given to providing a two plane CaP for TE 95.11 after which the 
remaining aircraft w.re assigned various missions such as armed reconnaiss- 
ance strikes, interdiction, and support of TE 95,15 and guerilla organizatior 

S f ^ a V^^ StS f0r a±r spot ^ conv °y tsc °rt were received. Aircraft " 
available during this patrol would not permit offering aircraft to JOG, Kor^ 
for close air support missions. In fact, during the period 3 through ? Nov- 
ember flyable aircraft decreased to such an extent that the C*P was reduced 
to a 2 plane dawn and dusk in order to maintain the 4 plane TaRCAP to- 
getner witn adequate reconnaissance of coastal areas and estuaries. 

(8) The Task dement operated continously for 11 days in the Yellow Sea area 
Comoat flight operations were conducted on all 11 days. Weather conditions 
were generally good and limited flight operations to a slight de P ree only 
uunng this patrol flew 350 sorties, a total of 736.7 combat hou-s 
were flown for an average of 66.97 hours per day am 31. a sorties per day. 

(9) Upon commencing air operations on 30 October 1952, there were 23 aircrai 
of the Zi, allowed Vi^-312 aboard. A series of accidents, largely operation- 
al, reduced tins with the result that the average number on board ship dur- 
ing the patrol was 20 of whim 4 had received strike damage. An average 
availability of 13 aircraft was achieved only by extensive structural repairs 
to several damaged aircraft among the 16 which remained. The maintenance 
organization of the squadron functioned in an outstanding fashion under an 
extremely Heavy work load during this patrol. Aircraft assignments, 
availaoilit- and daily sorties are shown graphically in enclosure (2). 

(10) During this patrol s^ips of TE 95.11 operated in geographical area 
WnN and wKj. with Point OBOi in the vicinity of 37°30'^J 124°30'E The 
following listed ships were assigned to TE 95.11 for screening purposes at 
various times during the period. 

H . i-i . u . oOi'i S'iAIi ( D-71 ) 

H.i-i.ij. Ch.-tltrfY (l)-29) 

ri.i-i.o. uOoo^CK (U-57) 

U.s.d, i-^iiibH (b.ti-699) 



CHRONOLOGICAL Oti'DrB. OF MUNIS 



29 October 
084BI/ 



12501/ 

13151/ 

13401/ 

30 October 
09121/ 

09251/ 

09471/ 
10461/ 

11231/ 
11501/ 



12361/ 
15391/ 

16301/ 

21001/ 
23301/ 



In accordance with CTG 95.1 dlspatch"271^55^"of '-Ofctober 1952, 
the U.S.S. BrilAENG sTiiAlT (CVE-116), with VM-312 and HU~1 
detachment aboard, got underway from Sasebo, Japan for Korean 
operating areas "KAN" and "iJKE," off the West Coast of Korea, 

ti.i'i.o. OOivdThNCE (D-71) joined as previously directed. 

Conducted M firing at a towed sleeve. 

Completed aA firing. 



Coiaenced first period of carrier requalifications, recovered 
eight ViiH-312 aircraft from K-6. 

Captain Webb C. jhLL caught a late wire and engaged a barrier 
during landing qualification. Aircraft suffered a damaged 
propeller. 

Completed first period of requalifications. 

Commenced second period of requalixi cation landings with seven 
aircraft airborne. 

One aircraft Buffered class "3" damage as a result of a hard 
landing. Port wing center section buckled. 

Second Lieutenant a. U. HOI/JmiDj UshCH, suffered amputation of 
one finger, serious cuts in two fingers and a back injury when 
the plane he was flying engaged the barriers during an attempted 
landing and nosed over to the inverted position. Aircraft 
failed to catch an arresting wire and was damaged beyond repair 
when it engaged all four barriers. Ships bridge suffered minor 
damage from starooard wing of the aircraft. 

Completed second period of carrier requalifi cat ions. 

Commenced third period of re qualifications with nine aircraft 
air borne . 

Completed third period of re qualifications. A total of six 
pilots were qualified and five pilots were requalified with 
a total of fifty nine landings. 

Relieved H.i-i.i. O&lAN and assumed duty as CTE 95.11. 

U.ti.b. LILIAN K. SWiNsON (DD-729) and H.h.S. CHaHITX (U-29) 
joined the Task Element as previously directed. 




31 October 

06301/ Two plane CaP and four plane TaRCAP launched. CTU 95.12.1 
released TaRCAP to attack warehouses near UL1.YUL. Plight 
damaged one warehouse and observed light AA fire during the 
attack. 



06301/ Two plane CaP, four plane TaRCaP, and four plane bTRIKE launched, 
STRIKE group diverted from pre-briefed target due to weather and 
proceeded to cut a road bridge at KUSIGa. AA fire was observed 
during the attack, CTU 95.12,1 released TaRCaP to attack a 
tunnel reported as housing a grenade factory. Tunnel was damage 
and two aircraft suffered minor damage from enemy small arms fir:. 

09101/ riecoverwd O63OI launch, 

10151/ Two plane GAP and three plane VaRCaP launched. CTU 95.12,1 

released TaRuaP to attack a radar station at GRIP'O-RI. Planes 
damaged a radar antenna and one building. 

10281/ Comuenced recovery of 08301 launch. 

11001/ Captain Robert C, WhITiiBRiiAD, Ubi-iC, suffered bruised back muscles 
when aircraft he was flying engaged four barriers during a land- 
ing attempt. Tailwheel and tailhook assembly were sheared off 
of the plane when the hook engaged the arresting gear, aircraft 
suffered class "B" damage in collision with the barriers, 

12301/ Two plene CUP, four plane TaRCaP, and four plane STRIKE launched. 

CTU 95.12,1 released 'iARCAP to attack troops and buildings near 
bIN'GI. One building was destroyed with an estimated twenty 
troops killed and thirty wounded. bTRIKE group attacked and 
destroyed three buildings n«ar OiJOJIW. 

12481/ Recovered 10151 launch. 

13301/ Two plane CaP and four plane TaRCaP launched. CTU 95.12.1 
requested TaRCaP to attack a command post on hill 291 over- 
looking Ch'Q-IX) Island, all ordnance was expended with un_ 
assessable damage. 

13451/ B.^.b. UHaRITY (D-29) detached to GTE 95.12 for WOHTHINGTON 
patrol. 

14021/ Recovered THfo aircraft with spare parts from Itazuke, Japan. 
14411/ ^covered 12301 launch. 



15501/ 



Two plane CaP, four plane TaRCaP, and three plane bTRIKE launched 
CTU 95.12.1 released TaRCaP to attack troops near TOK-TQNG. 
Troops were strafed with unassessable damage and two road cuts 



were made at OwSU-RI. STRIKE group attacked troop village of 
PINYjiMG-DOMG destroying twelve buildings and damaging one, 

16151/ Re covered 13301 launch. 

17381/ Recovered 15501 launch. 

17551/ Task ulement retired southward for the night, 
weather ouramary: 

Clear skies in operating and Ti-iRCAP area until noon. Low 
scattered clouds gradually increased to broken with a ceiling 
of 2000 feet try 15001. Visibility was unrestricted until 14001, 
then gradually reduced to six miles with haze. Winds light and 
variable, three to eight knots, during the period, 

klssion Suiiiniary: 

Twelve CrJ 1 , twenty three TaRCaP and eleven STRIKE for a total of 
forty six sorties. 



1 November 

06301/ Two plane CaP, three plane TaRCaP, and three plane STRIKE launch.. 
CTU 95,12,1 released T^RCaP to attack a large boat which was 
sunk near PI-iJO. bTRIKE group attacked a troop village no:.r 
I\i0iiUi"jE destroying six buildings and damaging one. finall arms 
fire was observed furing the attack. 

O658I/ Launched TBc-i to return to Itazuke, Japan, 

08451/ Two plane CaP & three plane TjiRCAP launched. CTU 95.12.1 

released TuRC^P to attack a road bridge near CHAMiY01\iG-GONG-NI 
which was damaged by the flight. One plane suffered minor damage 
from 20 MM a* fire. 

09191/ Recovered 0e30I launch. 

11151/ Two plane CaP and four plane T^rCaP launched. CTU 95.12.1 

released T^RCaP for pre-briefed armed reconnaissance. Flight 
destroyed four buildings and damaged one near SINCHON-NI, Four 
buildinga were destroyed with secondary explosions near ID0-NY0N 
and three buildings destroyed at Dn.hJONG-NI, 

11301/ Hih.D. ChaHITY (D-29) rejoined from CTE 95.12, WORTH INGT0N patrol 

11351/ n.h.S.. OfoST*NC£ (D-71) detached to CTS 95.12 for W0RTHINGT0N 
patrol , 

11411/ Recovered 06451 launch. 

13151/ Two plane CaP and four plane TaRCaP launched, CTU 95.12.1 

requested T^itOrtP to attack gun positions near CH'IHMaMPO. Three 
gun positions were damaged and small arms fire was observed 
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during the attack. Two aircraft landed at K-53, one to remove 
hung ordnance } before returning to the ship. 

13481/ hoovered llljl launch. 

15451/ Two plane UaP, four plana T^KCrP and three plane dTRIKE launched. 
CTU 95.12.1 requested T±iHCaP to attack troop village near 
0HUfo r GS.rtN-DO. Four buildings were destroyed with secondary ex- 
plosions and flight made a reconnaissance of T^EDONG River befor, 
returning. STRIKE group attacked a rail tunnel near CHjvNGYON . 
The tunnel was heavily damaged -nd five rail cuts made. Two 
planes of this flight diverted to K-53 to remove hung ordnance. 
« plane piloted by Captain Thomas D. IRiluuMD, U^-iCR, struck a sof 
spot in the runway at K-53 and nosed over to the invert od positio 
Pilot was uninjured bjit plane sufftr^d class "3" damage. 

16211/ recovered 13151 launch. 

17461/ Recovered 15451 launch, 

17481/ Task Element retired southward for the night. 
'Weather Suuiutiry: 

Clear skies in operating and 'XVaiGrP area with visibility of 
twelve to thirty utiles daring the period. Winds light and 
variable, three to eight knots. 

his si on Summary: 

Ten C Jt P, eighteen TjJiCnP and six STRIKE for a total of thirty- 
four sorties. 



2 i:\ioveiaber 
06301/ 



Two plane QxF, three plane T/lRCkP, and four plane STRIKE 
launched. CTU 95.12.1 released T.utCaP to attack troop village 
nec<r SUijivT-lJO. Four buildings were destroyed with an estimated 
seven troops killed and ten wounded. One plane suffered minor 
damage to a wing from small arms fire. STRIKE group attacked 
and destroyed a gun position, four buildings and a small boat 
near P' UMCtaJti. One aircraft landed at K-53 with an oil leak. 

08301/ Two plane G*P 3 three plane TaRChP, and three plane STRIKE launch- 
ed. One aircraft returned to the ship with a rough running 
engine. CTU 95.12.1 requested T^lGaP to attack troop village 
and bunkers near bbi#jI-DO. Seven buildings and a concrete 
blockhouse were destroyed with on estimated thirty-five troops 
killed. One plane was damaged by 20M4 aA fire. hajor Marshall 
C. GREGORY, UShC, attempted a landing at k-53 to remove hung 
ordnance, aircraft struck a hole in the runway and cartwheeled 
resulting in strike damage. 
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nFCLASSMD 

Pilot was uninjured. STRIKE group spotted for naval gunfire 
and attacked troops in support of a guerrilla operation from 
bUNWI-DO Island. Jileven buildings were destroyed with four 
damaged and enemy troops were strafed. 

065 81/ Recovered one aircraft from 08301 launch due to a rough running 
engine. 

09491/ uncovered 06301 launch. 

10251/ ri.w.b. GtkRITY (D-29) rejoined from GTE 95.12 WORTHINGT0N patrol, 

10301/ Detached U.d.d. LYhiiN K. d'.w.jCK (DD-729) to UIsL 95.12, 
WUrtTHINGTON patrol. 

11151/ Two plane CaP and four plane TriKCAP launched, OTU 95.12.1 re- 
leased 'i\itiCn.P to attack supplies near ULLYUL, A large amount of 
supplies and a road bridge were destroyed, 

11451/ recovered 08301 launch. 

13151/ Two plane CaP and four plane T«HGaP launched. CTU 95.12.1 

released T^iiGnP to attack troop village near CfUNGYON. Seven 
buildings were destroyed and one rail cut made. 

133bl/ Recovered 11151 launch. 

15451/ Two plane CUP and five plane 'LiRCiJ? launched, CTU 95.12.1 
released T^HG^P to attack a troop village near T^LCH 'ON-NI. 
Five buildings were destroyed j four doinaged and a command post 
damaged, ha fire was observed during the attack. 

15561/ Recovered 13151 launch. 

16351/ n.k.o. COe^tCk (D-57) joined TaEk iilenient as a relief for 
h.k.o. CmjtlTY (D-29). 

17181/ Goimienced recovery of 15451 launch, 

17291/ An aircraft moving forward out of the arresting gear collided 
with three parked aircraft. One aircraft suffered class ([ B" , 
one class "G", and two class "D" damage. 

17331/ Gompleted recovery of 15451 launch, 

1733V Gompleted recovery of 15451 launch. 

17381/ Task iilement retired southward for the night. 
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17431/ H.Ii.b. CHARITY (D-29) chopped to CTG 95,1. 



Weather Summary: 

Clear skies and unlimited visibility provided excellent flying 
conditions. Winds light and variable three to eight knots. 

Mission Summary: 

Ten CUP, twenty T^RCaP, and five STRIKE for a total of thirty- 
five sorties. 



3 Wovwmber 
06301/ 



08201/ 



08531/ 
09451/ 

10001/ 



10381/ 
10551/ 



12021/ 
12071/ 



Two plane CaP and four plane TjiRCaF launched. CTU 95.12.1 re- 
leased TnttCaP to attack troop positions and buildings near 
CHEIaNG-NI. Revetments and trenches were attacked with unass- 
essable damage and eight buildings were damaged. 

Two plane OJ and four plane TaRCaP launched. CTU 95.12.1 re- 
leased T rt RCiiP to attack troop positions near SQNGHWh. Trenches 
were attacked with unassessable damage. * road bridge was 
damaged, a road cut made and two ox carts destroyed. 

Recovered 06301 launch. 

U.b.S. LYktiN K. SWElMbON (Dlu729) rejoined from CTE 95 12 
WOtfTHBlGTON patrol. 

Two plane CUP and four plane T^KC^ launched. CTU 95.12.1 re- 
leased TaRCaP to attack troop positions near SOUGHWa. Trenches 
Were attacked with unassessable damage and one road bridge was 
damaged. 

Recovered 08201 launch.. 

U.o.s. .WiSK (DS-699) join^i Task Element as previously directed. 

Four plane TaRCaP launched. CTU 95.12.1 requested TARCAP to 
attack a gun position firing on a minesweeper near P'UNGSaN 
Gun position was neutralized and flight spotted for naval gun- 
fire directed at em=my troop positions. Subsequently, the 
following dispatch was received from CTU 95,12.1: 

THE 0FF1W3HTE SPIRIT, SKILL, aND DESIRE TO HELP DISPLAYED BY 

TrtKaj Called down to assist ships betwg fired upon this 

AFTERNOON <US SPLENDID, WE aKE BOTH BiPRJib'SSD aND GRaTEFUX. 
One road bridge was destroyed enroute to the ship. 
H.h.S. CONsTaNCE (D-71) detached to CTE 95.12 for WHIT BREAD patrol 
Recovered 10001 launch. 
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13151/ Two plane CAP and four plane TAhCAP launched. CTU 95,12.1 release 
TAHCAP for reconnaissance north of OH 1 INimAKPO . Four buildings 
were destroyed with a large secondary explosion occurring, two 
buildings were damaged one road and a railroad cut near CH'IWiJAKPC 
Intense AA fire was encountered during the attack. 

14101/ recovered 11451 launch. 

15151/ Two plane CAP and six plane TAR CAP launched. CTU 95.12.1 re- 
leased TaRCAP to attack a coiunand post near F'UNGSAN. Flight 
damaged two -buildings, a rail tunnel, a command post, and destroys 
three ox carts with oxen, a plane flown by Captain Charles A. 
WILLIS, LteHCH, was hit four times by AA fire. An emergency lan din 
was made at K-53 and during the landing roll-out the aircraft 
suffered class "B" damage as a result of nosing up in soft sand. 
The pilot was uninjured. 

15311/ Hecovered 13151 launch. 

17461/ recovered 15151 launch. 

18151/ Task iilement retired southward for the night. 
Weather Summary: 

Operational and TaKCAP area clear until noon when gradually in- 
creasing cloudiness formed a ceiling of ^500 to 4000 feet. Winds 
were light and variable at three to eight knots. 

Mission Summary 

Ten CAP and twenty-six ThRCaP for a total of thirty-six sorties. 

Two plane CaP and four plane TaRCAP launched. CTU 95,12,1 re- 
quested TaRCaP to attack gun positions firing on a minesweeper 
near P'U&GSaN. Gun positions located in a village were attacked 
with four buildings destroyed and one damaged, a road bridge, a 
boat and a coimiand post were damaged. 2CMM AA fire was observed 
in attack on gun positions. 

Four plane TaRCaP launched. CTU 95.12.1 released TARCAP to attack 
troop village of CHOYaNG-DOW'G. Three buildings and grain 
storage areas damaged. 



4 November 
O63OI/ 



08201/ 



08421/ Hecovered O63OI launch. 

10001/ Four plane TAclCAP launched. One plane made an emergency landing 
at K-53 due to a gas leak. CTU 95.12,1 released remaining 
TaRCAP to attack troop positions near CH ANGY0N . Trenches were 
attacked with unassessable damage and a building of sheet metal 
construction was destroyed. 

10201/ recovered 08201 launch. 
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10551/ H.K.S. uaWKTANCii (D-71) rejoined from GTE 95.12 WHITBR^D patrol. 

11001/ H.M.S. COSSACK (D-57) detached to CTE 95.12 for WHITEHEAD patrol. 

11501/ Four plane TARCAP launched. CTU 95.12.1 requested T AH CAP to 

attack troop village and positions at TACHON-NI. Ten buildings 
were destroyed and two gun positions damaged. 

12171/ Recovered 10001 launch. 

13301/ Two plane TaHCaP and four plane TaRCAP launched. CTU 95.12.1 
released four plane TAHCAP for reconnaissance of railroad to 
CHaERYOHI. Three buildings were destroyed and one damaged near 
TaLCH'ON-RI. AA fire was encountered during the attack. CTU 
95.12.1 released two plane TaRCAP to attack troop village near 
aOwGHWA. Two buildings were destroyed with one building and a 
fire control bunker damaged. 

13421/ Recovered 11501 launch. 

15301/ Two plane CaP and three plane TaRCUP launched. CTU 95,12.1 re- 
quested flight to attack a building surrounded with gun positions 
near ChaNGYON. One building was destroyed with unassessable dam- 
age to gun positions. AA fixe was observed during the attack. 

16041/ Recovered 13301 launch. 
17301/ recovered 15301 launch. 

17311/ Task Element retired southward for the night. 
Weather Sunrnary: 

Operating and TaRCAP area clear with visibility varying from ten 
miles to unliiidted during the period. Winds were light and 
variable at three to eight knots. 

Mission Summary: 

Four CaP and twenty-five TaRCaP for a total of twenty-nine 
sortie s a 



5 November 
06301/ 



Two plane C^P and four plane TaRCaP launched. CTU 95,12.1 
requested TaRCAP to attack troop village and positions that had 
been firing on CK l 0-D0 Island. Ten buildings were destroyed and 
eight damaged. Light AA fire was encountered. Two small boats 
were destroyed and four damaged. 

08151/ Pour plane TaRCaP launched. CTU 95.12.1 released TARCAP to attack 
a troop village of YAkl-DONG, Eight buildings were destroyed 
with six; buildings and a small boat damaged* 
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Recovered 06301 launch. 
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033 81/ 

10001/ Four plane ThRChP launched. CTU 95.12.1 released TAR CAP to attai 
troop village of tON-HIPI-DOHG. Twenty-five buildings were 
destroyed with fifteen danaged and four oxen pulling carts were 
destroyed, 

10151/ Recovered 06151 launch. 

11401/ K.i'„S. OOb'SnCK (D-57) rejoined from CTE 95.12 WHITBtiEAD patrol. 

11451/ Four plane TaRCAP launched. CTU 95.12.1 released T^RGAP to attac 
troop village of HAHYN-DONG. Eight buildings were destroyed and 
five damaged with an estimated five troops killed, ten wounded, 
and nine oxen killed. 

12051/ Recovered 10001 launch. 

12281/ U.S.b. k^RSH (Dii-699) detached to GTE 95.12 for WHIT BREAD patrol. 

13301/ Four plane TidRCiP launched. CTU 95.12.1 released T*RCAP to attac 
■ a troop village near SOKGCH'ON-NI, Nineteen buildings were des- 
troyed. Light aa fire was encountered during the attack, 

13481/ rtecovered 11451 launch. 

15201/ Two plane CaP and four plane TaRChP launched, CTU 95.12.1 re- 
quested TnKCAP to attack troop village and trenches near CHANGYOi 
Twenty-five buildings were destroyed and three gun positions 
damaged. Light *A fire was observed. 

15361/ Recovered 13301 launch. 

16051/ One BaDOENG ^TKaIT officer transferred to LIMnN K. SWENSON 
(DD-729) to observe destroyer operations. 

17191/ Recovered 15201 launch. 

17241/ Task element retired southward for the night, 
'weather SuMiiary: 

Ceiling was 2000 feet with low broken clouds ^nd visibility of 
three to fifteen miles. Winds were variable from eight to thirty 
knots ijid heavy seas producing marginal flying conditions. 

Mssion Summary: 

Four CiiP and twenty-four ThRCAP for a total of twenty-eight 
sorties. 
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6 November 
09001/ 



10101/ 



10251/ 

11081/ 
11201/ 
12031/ 

12001/ 



12U2I/ 
13301/ 

13531/ 
15301/ 



One plane CaP and four plane TaECAP launched, GTU 95.12.1 release 
T^JtCAP to attack warehouses near CH'INrlAbiPO, Two warehouses were 
damaged. Light nA fire was observed. Two aircraft, one with nun; 
ordnance, diverted to K-6. 

Four plane 'LttCUP launched. CTU 95.12.1 released T,iRCaP to attac! 
troop village and gun positions near CH'INrJ.aMPO, Four buildings, 
two rail cars and two oxen were destroyed with one gun position 
damaged, ji plane flown by hajor iiiward 0. itLSIP, USMC, suffered 
major damage to the right wing from rocks blown into the air 
by a secondary explosion while attacking ox carts. Major ALSIP 
was escorted to K-6 for landing. 

«. plane flown by Captain Francis R. CAWFIiSLD, Ubl-iC, suffered class 
"B" damge as a result of a hard landing. Port landing gear 
sheared off and port wing buckled. 

Completed recovery of 09001 launch. 

U.b.a. 'tia&ta (Di^699) rejoined from GTE 95.12 WHITBREaD patrol. 

U.b.a. LYkiN K. SrfENSCN (DD-729) detached to CT3 95.12, WHITEHEAD 
patrol, 

Four plana WC*P launched. CTU 95.12.1 released TjuiCaP to 
attack a troop village near CH.JIGY0N, Sixteen buildings were 
destroyed;, three damaged, and four oxen, pulling carts, were 
killed, 

Hecovurea remaining two aircraft of 10101 launch. 

Three plane 'Lo^aiP launched. CTU 95.12.1 released TnRCAP to 
attack railroad bridge near ChjUirtYONG. a. railroad locomotive 
was damaged,, one ox killed and one rail cut made. 

iiecov^red 12001 launch plus two aircraft that diverted to K-6 
from 09001 launch. 

Two plane CAP and four plane T^RCnP launched, TJICj-lP joined by 
two aircraft previously diverted to K-6 from 10101 launch. 
Damaged plane was replaced by a new aircraft, CTU 95.12,1 
released T;iHCjiP to attack a troop village near SOnGCK'OW-NI, 
Twelve buildings weru destroyed, nine dairaged, two rail cuts 
made, one gun position destroyed and an estimated fifteen troops 
killed. 



15i+ll/ Recovered 13301 launch. 



17301/ 



He covered 15301 launch including the two plane from K-6. 




17341/ Task Element retired southward fdrHfle night. 



Weather Summary : 

Operation and TiiRCriP area' clear with visibility of fifteen to 
forty miles. Winds varied from fifteen to thirty knots. The 
first scheduled launch was cancelled due to high winds and a 
pitching deck. Hough seas continued throughout the day. 

i-iission Summary: 

Three CaP and twenty-one TaRCaP for a total of twenty- four 
sorties . 



7 November 
08001/ 



10081/ 
11021/ 

11361/ 



12011/ 

13211/ 
15201/ 
15281/ 

17001/ 
17211/ 



Four plane T^iRCiP launched. CTU 95.12.1 released T,iRCUP to 
attack a road bridge near KOHO-NI. Three bridges were damaged 
and s±x oxcarts were destroyed. 

Recovered 08001 launch. 

U.s.b, hJbh,U K. J* .cj.DOIi (DD-729) rejoined from CTE 95.12, 
WHITBiiSiiD patrol. 

Six plane T^u-i&iP launched. Flight was unable to proceed inland 
due to a calling of 800 feet. CTU 95.12.1 released TARCAP to 
attack troop village near kONGGUMP 1 0-RI and a total of ten 
buildings were destroyed. 

H.ii.S. CONSTANCE (D-71) detached to CTS 95.12 for WHITEHEAD 
patrol. 

Recovered 113oI launch. 
Two plane C<iP launched. 

One BADOEHQ STRaIT officer transferred to the LYKAN K. SWENSON 
(DD-729) by hjlicopx-er to observe destroyer operations. 

Recovered 15201 launch. 

Task KLement retired southward for the night. 
Weather Summary; 

Frontal weather with large swells and low ceilings in target 
area lindoed number of sorties flown. Ceiling varied from to 
1500 feut with winds variable at ten to thirty knots. 

kLssion Summary: 

Two CjiP and ton T^lRCaP for a total of twelve sorties. 
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8 November 
06451/ 



03151/ 



decu\ssif£d 



08421/ 
10001/ 



10301/ 

11121/ 
11501/ 



12101/ 
1?H 1/ 
13171/ 

13301/ 



14031/ 
15151/ 



Two plane CaP and four plane TkRCAP launched. CTU 95.12,1 re- 
leased TriRCriP to attack a troop village near CHaNGYON. Two 
buildings were destroyed and two damaged. 

Two plane CaP and four plane TaRChP launched. CTU 95.12.1 re- 
leased Tj-JiCiJ to attack a troop village near CR\JIGY0N. Flight 
destroyed nine buildings, damaged five and then flew reconn- 
aissance of coast to CH'INNxJiPO. 

Recovered 06451 launch. 

Two plane CaP and four plane T^RCaP launched, CTU 95.12,1 
released lARCP to attack building and railroads near S^RIWON. 
Four buildings were destroyed aid a rail car damaged then flight 
flew along the coast to CK , INu;iM , photographing target areas. 

Recovered 08151 launch, 

U.S.S. LXMrtN K. bHENSCN (DD-729) rejoined from GTE 95.12, 
WRITBi.iE.iD patrol. 

Two plane £s.P and four plane TiiRC^P launched. CTU 95.12.1 re- 
leased I.JxCiiP to attack a railroad bridge near CH 1 It&jyiPO. 
Three buildings were destroyed and a railroad bridge, road 
bridge , aid tiro ox carts damaged. Twenty-fiv^ troops w^re kill- 
ed and tea -wounded north of CH'INNaMPO, 

H.h.a, CGSSaCK (D-57) detached to CTE 95.12 for WHlT3Rii,D patrol. 
Recovered 10001 launch. 

One B^'OOiiuMG- STRAIT officer returned aboard by highline from 
LiKiJ'S K.. xS T .M\ [ '30K (DD-729) having observed WHITBREUD patrol 
operations . 

four plane T^'tOi^ launched. CTU 95.12.1 released TliHC^P to attack 
a railroad bridge n^ar SURIW0N. Hail bridge wa3 damaged and two 
rr.il cuts made, Thr\:e ox carts were destroyed, four buildings 
damaged, and i.,h??ee :x-ad cuts icp.de, Gn^ plane was hit by 37MM 
AA file rrd-ior damage to tail section and external fuel tank. 

Recovered 11~>0X launch.. 

Two plane CaP and four plane T^RCoP launched. CTU 95.12.1 re- 
leased Ti.RC*J? to attack a road bridge near S/JilWON. Bridge was 
destroyed, however } one plane was hit by 37MM AA fire and was 
escorted to K-6 for a landing. Pilot was uninjured but plane 
suffered strike damage. Pilot returned by helicopter. Remain- 
der of flight destroyed a bridge and four buildings near CrLJtfGYON. 
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9 November 
06451/ 



15371/ Recovered 13301 launch. 
17261/ Remaining planes of 15151 launch recovered. 
17381/ Task Element retired southward for the night. 
Weather bummary: 

Clear skies with visibility of fifteen to thirty miles. Wind 
variable five to fiftusji knots. 

Mssion Summery: 

Ten CaP and twenty-four ThRCAP for a total of thirty- four sortie 

Two plane &iP and four plane TjiRCAP launched, CTU 95.12.1 releas- 
ed to attack a warehouse containing 7000 bags of rice nuar 
wLSajfiiS-DONG. The warehouse was destroyed and two observation 
posts damaged. 

08201/ Two plane C*P and four plane TnRCiJ* launched. CTU 95.12.1 re- 
leased T^lRCLiP to attack supply buildings near CH'INiVllPO. A 
rt. large amount of supplies and an ox cart were destroyed. 

03371/ Recovered 06451 launch. 

10051/ Thr^e plane T„KCkP launched. CTU 95.12.1 released T,itCAP to atta 
troop area near P 1 UNGShN . Damage was unassessable as targets 
were difficult to locate due to comulue clouds. 

10231/ Recovered 06201 launch plus one aircraft diverted to K-6 from 
15151 launch of the previous day. 

11151/ H.M.S. COSSkCK (D-57) rejoined from CTE 95.12, WHITBREAD patrol. 

11501/ Two plane CjiP and four plane T^CaP launched. CTU 95.12.1 re- 
leased TiiRCiiP to attack supply buildings in CH'INkuKPO area. Six 
buildings and two ox carts were destroyed with three buildings 
damaged. 

12001/ H.k.b. CONlMCE (D-71) detached to CTE 95.12 for WHITBREAD 
patrol. 

12011/ Recovered 10051 launch.. 

13451/ Four pline T.utCiJ launched, CTU 95.12.1 released TaRChP to 

attack boat construction yard at CHOCH-ON. Four boats were des- 
troyed and boat building sites were damaged. 

13581/ Recovered 11501 launch. 
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15201/ 



15491/ 
17401/ 
18011/ 
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Two plane CaP and four pl£f^Cf?ikd\R^jEi&Dd. CTU 95.12,1 

released T^RCaP to attack a radar station near aNaK. Station 
was attacked with unassessable damage. 20Mk and 37MM AA fire 
was encountered. One rail cut and a road cut was made while 
returning to ship. 

Recovered 13451 launch. 

Hecovered 15201 launch. 

Task Element retired southward for the night. 
Weather Summary: 

Operating area clear, cumulus clouds in target area with bases 
at 2000 to 6000 feet. Winds light and variable at three to 
eight knots. 

Mission Summary: 

Eight CiiP and twenty three TaRCaP for a total of thirty-one 
sorties. 



10 November 
06451/ 



08201/ 



08401/ 
10101/ 



10181/ 
11021/ 
11.291/ 

11451/ 



Two plane CaP and four plane 'LjICaP launched. CTU 95.12.1 re- 
leased TitRCnP to attack a railroad bridge near SONGHWn. Rail- 
road bridge and three buildings were destroyed. 

Two plane CkP and four plane T.iRCAP launched. CTU 95.12.1 re- 
leased TjiRCrtP to attack a railroad bridge at H^SOK. One rail- 
road bridge was destroyed, two rail cuts made and a grain 
elevator damaged. 

Recovered 06451 launch. 

Two plane CaP and four plane T/J1CAP launched. CTU 95.12.1 
requested T/iRGuP to attack troops in trenches near CHaNGNYON. 
xji estimated ten troops were killed then a railroad bridge was 
attacked with unassessable damage. 

Recovered 0S20I launch. 

H.k.S. CONSTANCE (D-71) rejoined from CTE 95.12, WHITBRkJ) patrol. 

One BaDOENG STRhIT officer came aboard by highline from LYMaN 
K. SWENSON having observed a VJHITBitErJ) patrol operation. 

Two plane CnP and four plane TaRCaP launched, CTU 95.12.1 
released TiJlC^P to attack a rail overpass near CH'BiNaMPO. 
Overpass was damaged, a rail cut made and a building damaged. 
Photos were made of possible future targets in CH r IMWaMPQ area. 



12001/ U.b.S. K. SWENSON chopped to CTE 95.12. 



12061/ 
12201/ 

13401/ 



Recovered 10101 launch. 



0FH1 SsiFIED 



14061/ 
15151/ 



15491/ 
17071/ 
17161/ 
18301/ 



Four personnel transferred to U.b.S. k^RSH (DE-699) by highlit 
far transportation to the United States. 

Two plane C*iP and sis plane T*RC*P launched. CTU 95.12.1 releas- 
ed TrtHC.iP to attack gun positions that had been firing on ships 
near Ch'O-DQ Island. Damage to gun position was unassessable. 
One rail cut was made and a rail siding damaged, 

ne covered 1145 1 launch. 

Two plane CiiP and five plane TaHC^P launched. CTU 95.12,1 
released T/JiCiiP to attack a power transformer near CHkERYONG. 
Thy transformer and one building were destroyed, h road bridge 
and one ox cart were destroyed. 

Recovered 13401 launch. 

Recovered 15151 launch. 

Set a course for Sasebo, 

H.M.S. COSSACK (D-57) detached with instructions to rendezvous 
with H.k.b, GLORY (CVL-19). 



21001/ Relieved as GTE 95.11 by H.M.S. GLORY ( CVL-19). 
Weather Summary: 

nrea was clear during the morning with cumulus clouds forming at 
2500 feet in target area during the afternoon. Visibility was 
five miles and winds were variable at five to fifteen knots, 

Mssion Sunrciary: 

Twelve Ci4> and twenty-seven T«RC*P for a total of thirty-nine 
sorties. 

11 November 

00321/ H.M.S. OONSLiNCE (D-?l) detached to rendezvous with H.M.S. GLORY 
(CVL-19). 

16021/ Transferred one officer by helicopter to U.S. 3. IvJlSH (DE-699) 
for transportation to United States. 

12 November 

07011/ U.S.S. inutSH (DE-699) detached to proceed independently to 
Yokosuka, Japan, 



12171/ Moored to buoy number 18 in Sasebo, Japan. 
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PhHT III 
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1. Hung ordnance was a serious problem for this o Derating ™>t™h in, 
tune platted, plane, with hung!ordnance w.r, directed^ i nd ti K ,T 



u Sa bi iaa,, to Xoad on the Smb r^kf ^h^l 7 ^ ^ 



S ^ w f r 0bUlined by thK USS ° f were 

Slter faults .I SI"': 5 ° f ^ Del± ^ d t0 W — d by 

2S-1 tank ?A Jf: 3 h 1 f ltar8 and two ^-173 fuzes were used on each M-7B 
jjioa-x t^nk. lhe threaded receptacle for the fn^ i„ . ! ' 

Eacomitiendat ion s : 

installed on the aircraft. 14 ' 1 rccks 31:10111(3 h * 

5. Hmiiiunition ijcp enri-i tiling 

a. During the operating periods covered by this report th« f nl i^r, 
ordnance was expanded: report the following 

29 October through 12 November 1952 

By aircraft ^ uas BaDOEMG aTHri.IT 

21 1000# GP Bombs 76O Rounds 4QMM munition 

107 500# GP Bombs 
23S 100# GP Bombs 
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ammunition Expenditures (Continued) 



By ViiA-312 iJJ: craft 

64 260# Frag Bombs 
3 2$0ff CiP Bombs 
950 5" iiVrtR Rockets 
125 3.5" dockets 
120 Napalm Boiabs 
52,740 Hounds 2CMi HimiO 
35,500 Hounds 50 Cal. itfnmo 



PaRT IV 



DECLASSIFIED 



1. Own Battle Damage 

a, None of the ships of the Task Element sustained battle damage. 

b. Battle damage received by Vm-312 aircraft: 

31 October 1952 2 A/C received small arms hits, 

1 November 1952 1 a/C hit by 2CMM fire; minor damage. 

2 November 1952 2 rt /C hit by small arms fire; minor damage. 

3 November 1952 1 ji/C received minor damage by small arms fire. 

6 November 1952 1 a/C hit with small arms firej minor damage. 

For detailed damage sustained by aircraft see Naval nir Warfare 
Reports. (OpNav 3480. 5 revised 4-51) submitted for this operating 
period , 

2. Battle damage inflicted on the enemy, 

a. The ships of this Task iilement inflicted no damage on the enemy 
while operating as a number of this Task iHeirtent during the period 
covered by this report, 

b. Damage inflicted on the enemy by Vi^-312 aircraft follows: 



Road Bridges - 3 

Buildings - 231 

Gun Positions - 7 

warehouses - 1 

dunkers - 5 

Ox. Carts - 8 

iievet^d buildings - 4 

Locomotives - 1 

a, ii t Gars - 2 

Junks - 2 

Small Boats - 3 

Transformer Building - 1 

R.R. Control Building - 1 
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Road Bridges - 13 

R.ft. Bridges - 3 

KQimo Dump - 1 

Command Post - 4 

Observation Post - 1 

Buildings - 86 

Reveted Buildings - 8 

Warehouses - 11 

Radar Station Antenna - 1 

Tunnel entrance to 

grenade factory - 1 
itoud cuts - 12 
Rail cuts - 14 
Grain elevator - 1 
h.ti. Cars - 1 
tt.d. Tunnel - 2 
Rocket bite - 1 Oxen 
Gun Position - 7 killed - 16 
Small. Boats - 5 Bunker - 1 
Junks - 3 

Electric transformer - 1 



1. Personnel performance was considered to be excellent and in the general 
high standards of the Navy and i*.arine Cqrps, 

2. Casualties 

a* At 0925 on 30 October 1952, 2nd Lieutenant a.U. HOWARD, USliCR, 
while landing aboard the U.b.o. BADOiiNG 6TRA3T during carrier 
qualification, failed to engage an arresting wire and crashed through 
three barriers. The aircraft came to rest in an inverted position 
against the island superstructure. 2nd Lieut tenant HOWARD had his left 
hand injured to the extent that tho 5th digit was severed. 

b> At 1100 on 31 October 1952, Captain Robert C. WHITEHcAD, UihC, 
while landing aboard the U.s.ia. BADJiiKG STRAIT on return from a strike 
flight > lost his tail wheel and hook on making contact with the deck 
and crashed into the barriers as a result, the pilot sustained a 
strained back. He was transferred to a naval hospital two days later. 



PART 



oP^UIiiL COL-iL-iiNi: cj ON lV'Jli-Al^ MP OPiiKATIONAL PiOC^JsJ^ 

1, During the first few days of this operating period there were several 
serious aircraft accidenLs aboard ship attributable to lack of training and 
experience on the part of both pilots and Landing Signal Officers. It was 
necessary to conduct carrier qualifications on the first day of this period, 
uurin^ these qualifications, two aircraft were damaged to such an extent as 
to be beyond repair aboard ship , despite the unusual competence of the 
squadron maintenance personnel in effecting repairs. Two additional landing 
accidents occurred aboard ship in which the aircraft suffered strike or 
major overhaul damage,. On another occasion on aircraft taxied out of the 
landing area and crashed into aircraft parked forward of the barrier, damag- 
ing three of these planes, one seriously, and with serious damage resulting 
to itself. The procedure of shipping pilots to the forward area to qualify 
and obtain experience in carrier operations s^^ms unduly expen- 
sive in terms of damped aircraft. In this instance it also seriously 
hampered the conduct of combat operations. 

Recommendation : 

Pilots and Landing Signal Officers destined for carrier duty in the combat 
area should be adequately trained before departing the continental limits. 

2. This Vessel departed port with only a partial complement of aircraft. 
The need to conduct qualification landings for new pilots, with the re- 
sulting damage indicated in paragraph above, further reduced the availabil- 
ity of aircraft. Also, during the period of this report five aircraft of 
necessity were landed at an emergency landing strip on Paengnyong-Do . 
Three were directed there for the removal of hung ordnance. Another landed 
oecause of mechanical difficulties and the fifth because of battle damage. 
Two of these aircraft suffered major damage during rollout due to the poor 
condition of the landing strip. There Lire no good landing strips in the 
immediate vicinity of the operating area although beach sites presently in 
use could be rendered adequate with little effort, When the aircraft with 
hung ordnance or battle damage are s=nt to fields further South, their ser- 
vices are lost to the Task Element for the remainder of the day and some- 
times part of the following day. This reduction of aircraft coupled with 
inadequate replacement service seriously jeopardized accomplishment by this 
Task jiement of its assigned tasks. 

Hecamna ndation : 

The complement of Corsairs on the 105 class CVii should be maintained at 
Zk through provision of sufficient aircraft in the forward area for this 
purpose. 

Note: Arrangements to effect improvement of the K-53 landing strip at 
Paengnyong-Do h^ve been made with JOC Korea, 
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3. The volume of classified communications traffic handled during this 
operating period was extremely heavy. On the third day of operations one 
jlCK developed electro /mechanical trouble which put it out of service period- 
ically thereafter for periods up to 3 houra. This failure of one of the two 
jiQ-i' s allowed this ship presented a major difficulty, bince both machines 
were being used to nearly capacity, the remaining machine was unable to carry 
the load, ani delays in handling traffic resulted. Toward the end of the 
operating period this Uiachine also developed trouble, but remained operation- 
al. 



Jiecoramendation : 



DECLASSIFIED 



On escort carrier performing the duties of an .Element Commander should be 
allowed an extra ^Ck to be used as a spare during its tour of duty in the 
Yellow aea. A letter/ recommendation in this regard is being subOidtted. 

of 

h* ' Delivery of ship-to-shore communications traffic is slow and sometimes 
inaccurate due to the volume of traffic. 



Hecoimiendation: 



A point-to-point circuit should be used for a period of 2 to k hours each 
evening with either Radio Tokyo or Kadio Guam. It is believed that frequence 
are already assigned for this use. Arrangements along these lines should 
materially expedite the delivery of high precedence traffic without inter- 
fering with other units and commands. 

5. Hangar Ueck Operations: 

normally, sixteen Corsairs can be spotted on the hangar deck. However, space 
required for the helicopter, turnapull, QjSC stands, large work tables and 
de-greasing tanks for aircraft machine guns has reduced thu space available 
for parking aircraft so that only fourteen can be accommodated. Thus a ser- 
ious prooleia results when it is necessary to accommodate several wrecked 
aircraft being returned for Salvage. The hangar deck during this operation 
on several occasions was overcrowded with resultant delays, while continuing 
repairs to several damaged aircraft <^nd conducting routine checks, When an 
aircraft is damaged to the point that it is usable only for scrap, and when 
it is apparent to the Commanding Officer that retention of the aircraft 
aboard will delay maintenance of o tiler aircraft, it is considered that the 
en^inu should be removed, the aircraft should be stripped of any useful parte 
and the remainder dumped overboard. 



Recommendation : 



The authority of the Commanding Officer to dispose of a damaged aircraft in 
the forward area should be broadened in cases where there is no hope what- 
soever of effecting repairs. This authority should require stripping of the 
aircraft prior to such disposal* 
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6. The bridle arrester designed and W;p"brted by the USS iiiiMDOVA (CVE-114) 
in Confidential letter S83 serial 0182 of 15. October 1952 is considered to 
be an improvement over the bridle arrester proposed by the USS BATAAN (CVL- 
29)* However, photographs taken while launching show that the bridle flaps 
up as it was being arrested. There has not yet been any indication of any 
damage to tail surfaces resulting from the bridle movement , 



lie commendation: 



The possibility that when using this bridle arrester the bridle may damage 
the tail surfaces necessitates close watch in this regard, 

7. The V-4 division accomplished the following during the reported period: 
Thret; engines preserved, five props preserved, eight props assembled, one 
■^jiC assembled, thirty five tires mounted. In addition, shops were maintained 
and maintenance personnel were assigned to assist in squadron maintenance wor 
An N-7 tank was mounted on a cart with small pneumatic wheels. The tank was 
fitted with a drain, drain valve, and a drain hose (surveyed fire hosts) of 
sufficient length to re^ch from the hangar deck to the water level. This 

is used as a drain oil bowser to satisfy a much needed method of safely 
disposing of drain oil, particularly when it is contaminated with gasoline. 

8. The UOi'iti ammunition training allowance as outlined in BuOrd Circular 
Letter AlO-49 of 2k June 1949 and modified by COMIRPAC INSTRUCTION 8000. 1A 
of 21 July 1952 should be increased. In accordance with Commander SEVENTH 
Fleet Operation Order 2-51 (Revised) all vessels are required to engage in 
AA training exercises when passing through ar^a "GjDHGji" , Sasebo. While the 
present allowance is adequate to fulfill this requirement, very little is 
available for the training of green crews prior to the vessel's departure 
from the United btates. 

Recommendation : 

It is recommended that the allowance of 40M<i ammunition be increased so that 
personnel can be adequately trained prior to the ship's deployment to WeB 
Pac, 

9* Departure from the type ship's allowance of bombs should be authorized 
and specified by type commanders in order to wore closely approximate the 
number and types of ordnance; being used in a specific combat area in accord- 
ance with the targets being presented. This ship has found it necessary to 
vary from the typ« commander's allowance after it left the United States, 
whereas it should have be^n possible to anticipate the type of ordnance 
being used prior to departure. It i3 recognized that it would be difficult 
to anticipate the type of targets to be destroyed long in advance and, 
accordingly, the type of ordnance most suitable. However, an increase in 
1,000 pound GP bombs, the inclusion of 250 pound GP Bombs and of at least 
ten 500 pound SaP bombs was found to be necessary during this operation. A 
similar requirement is anticipated for subsequent operations. Need for this 
change w^s first experienced by this vessel when on previous duty in the 
Yellow Sea in January and February 1952, and also by the ship which this 
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pro. ^|f\E0 



vessel relieved. Thus it is felt that the continued need for these ordnance 
items is reasonably assured, 

Recommendation: 

The ordnance allowance as specified by the Type Commander should be changed 
to provide for: 

a. Increasing 1,000 lb GP bombs from 2U to 50, with a reduction in the 
amount of 500 lb GP bombs from 300 to 250. 

b. Inclusion of at least ten 500 lb uaF bombs, 

d. Inclusion of one-hundred 250 lb GP bombs and reduction of 220 lb or 
260 lb fragmentation bombs by a similar amount. 

10. Time und operating conditions do not perndt belting 20MM aircraft 
ammunition and finning aircraft rockets while the ship is in the operating 
area. This must be done during the replenishing period before leaving port. 
It is a considerable hardship on ordnance crews who are thus denied an 
adequate rest and recreation period while the ship is in port. 

Recommendation: 

all 20MM aircraft ammunition should be delivered belted. 

11. This ship sustained damage to two hK-51 kod 2 directors due to an 
aircraft accident on 15 October 1952, During the following ship repair and 
replenishment period from 18 October through 29 October it was possible to 
replace only one director, resulting in the ship operating in Korea area 
"NAN" with lk% of the effectiveness of its armament substantially reduced. 

Hecom. ; andation: 

Replacement i-Jt-51 Mod-2 directors should be readily available in the forward 
area. 



H. L. RAY 
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Al.^o. JaDOENG £>THaIT< 

W c/o fleet Post Office r .^ 1 * 001^0 

San Francisco, California " ~ 

1 November 1952 

FLIGHT SCHEDULE FPU 2 NOVEliB^ 1952 



KLSblON 



LaUaCH 



Land 



A-l 


2 


CaP 


0630 


0915 


A 


a-2 


A. 


TAitCaP 


0630 


0915 


c 


A- 3 




bTUlKE 


0630 


0915 




B-4 


2 


CaP 


0830 


1130 


A 


a-5 


4 


TaRCaP 


0830 


1130 


C 


B-6 


3 


bTiiIKE 


0830 


1130 


B 


C-7 


2 


CaP 


1115 


1330 


A 


c-a 


4 


TaaCaF 


1115 


1330 


E 


D-9 


2 


Cap 


1315 


1545 


A 


D-10 


4 


TaRCaP 


1315 


1545 


E 


E-ll 


2 


OA? 


1530 


1730 


a 




4 


'f AiXCiiP 


1530 


1730 


G 


E-13 


4 




1530 


1730 


G 



■rtlHfiO LQaLS 

a - /ill a/ C full gun loads . 
3-2 a/U wupalm and S-HVaH. 

1 h/C 5CO# D.C./inst. and 4-26Qfinst ./.01. 
C - 2 a/C 500# inst./.Ol and 4-260# inst./.Ol. 

2 a/C Wapalm and 8-HVAR, 

D - aII a/C 500n-- inst./.Ol and 4-25C# inst./.Ol. 
E - All a/C 50Q# inst./.Ol and 8-HVaH. 
F - a11 a/C JOOs 5 3aP/4-5 s^c del^ and 8-HVaR. 
G - nil a/C 500,r GP inst./01 and 4-250 inst./.Ol. 
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B. E. COLKITT JR. 
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AVAILABILITY OqOO DAILY SORTIES 




U.S.S. BADOENG 'STRAIT' (CVE-116) 
c/o Fleet Post Office 
ban Francisco, California 



CVEll6/HWP/jd 

A16-13/30 

Ser: U 




To: 
Via: 



DO wWDED AT 3 Yf.A" INTERVAL 
D "DECtASSiFlED ARB 12 YEARS 
POO PUl 5 20rU0 



Cominamiing Officer, U.b.fc>. flADOiNG STRAIT ( CVE-116) and 
Commander Task Element 95.11 
Chief of Naval Operations 

(1) Commander Task Group WlNiST-FlVii POINT ONE 

(2) Coriander Task Force WIItoTY-FIVE 

(3) Commander bEVEhTH Fleet 

(4) Commander Naval Forces, Far East 

(5) Commander in Chief, U.b. Pacific Fleet 



1953 



Subj; 
Hef : 



Action Report 19 November through 29 November 1952; submission of 



End: 



(a) Art 0705 Navy Regulations 

(b) OPtUV IudT 3460.4 

(c) CINCPaCFUT INbT 3480.1A 

(d) CTG 95.1 OpOrder 2-52 

(1) Sample Air Schedule 

(2) aircraft Usage and Availability; Chart of 

(3) Damage Confirmed by intelligence sources, report of 



uUOu ; 



1. In accordance vdth references (a), (b), (c), and (d) the action report 
of the Task Element 95.11 for the period 19 November through 29 November 
1952 is submitted herewith. The Coramanding Officer, U.b.b. 3AD0MG STRAIT 
was Commander Task Element 95. H from 2100 on 19 November until 2100 on 26 
November of this period* 

2. This report is divided into six parts, as follows: 
Part I General Narrative. 

Part II Chronological Order of events. 

Part III Remarks on performance of ordnance, material, and equipment, 
including ammunition expenditure. 

Part IV Summary of own and enemy battle damage* 

Part V Personnel Performance and Casualties, 

Part VI bpecial Comments on Doctrine and Operational Procedures. 



3, Greater detail with respect to aircraft performance may be obtained by 
referring to VhA-312 Type "B" Report Command Dairy for November 1952* 




PaBT I 
UEkurtriL N^utATIVE 



KCLASSIflED" 



a * During the period of 19 November to 29 November 1952, Captain H. L. KAY, 
062691, UbJJ, Commanding Officer , U.b.b. B*DOEWG JliLhll (CVE-116) was CTE 
95.11, Commander Carrier ilement, Vilest Coast Blockade and Patrol Group. 
The U.tf.b. BnDOENG STRaIT (CVE-116) operated as a unit of TE 95,11. Ships 
assigned GTE 95.11 as screen were the U.S.S, HICKQX (DD-673), U.S.S. WISEMaN 
(DE-677), h.h.S. COMJS (D-20), and H.H.C.a. HnlD^ (DDE-215). The screen 
varied from two to four ships as screen ships were detached to CTE 95.12 for 
night patrols. 

B. During the period of this report the U.b.ti, B^DOENG bTRji.IT (CVE-116) 
operated off the West coast of Korea in accordance with CTG 95.1 Operation 
Order 2-52, During daylight hours, the carrier remained in the general 
vicinity of 37°20*N 12/4°40'E and retired southward during the night. 

C. The general mission of the United Nations Forces operating off the West 
coast of Korea is blockade of the Korean west Coast. This blockade is 
performed by patrol ships of CTE 95.12, CTE 95,11 aircraft and screening 
ships, and by the troops on occupied islands, k group of five islands 
stretching from the Han River estuary in the South to the Taedong estuary 

in the North are so occupied and obtain infornntion by radar, friendly agents 
and guerrilla action. These islands are of great value in warning of enemy 
air action and in the rescue of United Nations pilots forced down in North 
Korea. 

The assigned tasks of CTE 95.11 are air protection of the blockade forces 
(TE 95.12 and TE 95*15) against enemy artillery fire and enemy aircraft, 
air spot for friendly gunfire, close cdr support of attacks by friendly forces, 
surveillance of coastal area, armed reconnaissance, and strikes against 
enemy targets in assigned area. In performing these tasks, CTE 95.11 main- 
tained, during daylight hours two defensive C^PS over carrier, four TARCAPS 
controlled by CTU 95*12.1 in target area and supplied STRIKE groups to attack 
targets as requested by CTE 95.12 and CTE 95.15. STRIKES also attacked 
targets developed from intelligence sources. 

D. The full potential of the snip and squadron could not 'be realized during 
tiiis patrol because of a shortage of aircraft. "With an operating allowance 
of 24 Fi+U model aircraft, the^e wer^ never more than twenty aboard ship. 
While some additional aircraft were delivered on board during this patrol, 
these were only adequate to cover attrition. 

E. The patrol was a most interesting one, with a considerable number of 
worthwhile targets developing, and substantial damage is believed to have been 
inflicted on the enemy, host targets were selected on the b^sis of requests 
for assistance received from friendly troops occupying the small islands which 
fringe the North Korean territory. The more important incidents of the patrol 
tire listed herein. 
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DECLASSIFIED 



F, On the 21st of November the troops on bUNWI-DO reported having been 
heavily shelled from the mainland which is only about 1000 yards away and 
requested an air strike, iiecause of the aircraft shortage and committments 
elsewhere it was decided to arm the two plane CaP with Napalm and rockets fol 
strikes in this nearby area. All except UAWN and DUbCAP were so armed for tl 
remainder of the patrol. The Task dement closed the islands to the extent 
practicable in order to retain voice contact and control of the CAP through- 
out the strikes. The napalm strikes on the mainland appeared to be highly 
successful as friendly troops reported fires burning for twelve hours after 
the initial strike with several secondary explosions. It was reported that 
morale of friendly troops was improved 100>> by the strikes. Needless to say 
this accompli shfitsit was equally beneficial to the morale of the pilots of 
Vi*iA-312 and the ships personnel. 

G, Another request for air strikes was received on 23 November when friendl;, 
forces on the mainland occupying the mountainous terrain of Point CHANGSOM- 
GOT (XC 4522) reported being under attack by 10j enemy troops. The TARCAP 
assigned to C'£U 95.12,1 was released to hit this area and also to airspot fo; 
the surface ship assigned. Low level attacks were made on reported enemy in- 
stallations but identification of targets and damage assesment was 1 difficult 
because of the rugged terrain and heavy ground cover which exists in that ar 
A subsequent report from friendly troops, however, reported that the combine 
attack repelled the enemy who sustained losses of 12 MA and 9 rtlA. There 
were no friendly casualties, 

H. The encounter between six corsairs and two MIGs is noted because the 
apparent success of the defensive tactics employed. The six corsairs of a 
strike group had just recovered from theiz- initial attack on a pre-briefed 
target on 28 November when the 2 MGs started making a series of three 
firing runs from overhead and astern. Five corsairs assumed a tight circular 
tail chase formation at low altitude, in accordance with squadron doctrine, 
the 6th aircraft being separated and Lin&ble to join. This latter aircraft 
took evasive action from the kIG on his tail by threading through the passes 
between the hills at ^n extremely low altitude. Two corsairs of the larger 
group were able to bring tueir rockets to bear and fired eight HVARs in the 
general direction of one which then broke off action. Five corsairs in 

a tail chase proved to be too large a group and subsequent deep strike 
sorties have been maintained at four aircraft or multiples of four in order 
tn.it aircraft can join-up in a tight circle with all planes in a steeply 
banked turn. 

I. The policy of interchanging officers with H.L.b. GLORY (GVL-19) and 
screening ships of T£ 95.11 for familiarization and training purposes was 
continued during this patrol. 



J. a note worthy feature of this period was the prevailing flyable weather, 
during the nine consecutive days of the patrol, all scheduled flights were 
performed without int erupt ion from weather or other causes. 




DECLASSIFY 

K. VM-312 was commanded 07 Lieutenant Colonel Robert E, CAKiROfJ, 07027, 
Ubi-iC, during this period. Planes assigned this squadron consisted of Fi+U-U 
and type. The average number of aircraft on board during this patrol 

was 20 and the average availability p&r day was 17»0. Total number of sorti 
flown during the period was 339 fur a total of 736.2 hours. A total of 119 
hours of this wu.s "over the target time." 





13001/ Two plane CaP and four plane TaRCAP launched. CTU 95.12.1 
released TiUiCAF to attack gun positions in CHaNG^YON and 
F'LmGsaN area. This flight destroyed three gun positions, 
cut one road bridge and destroyed one building. 

13451/ Recovered UOOI launch. 

15001/ Two plane and four plane TaHCUP' launched. CTU 95.12.1 re- 
leased TaRCaP to attack road and railroad bridges in CHINNaMFO 
area. Planes destroyed two bridges and sank one small boat wit; 
an estimated two troops killed. 

15161/ recovered 13 001 launch plus the two aircraft diverted to K-6 

from 11451 launch. 
16501/ Two aircraft, one with hung ordnance, diverted to K-6. 

17131/ Recovered 15 001 launch, 

17201/ Task jiiemont retired southward for the night. 
W^ath er buriL.a ry : 

Low broken clouds at 1500 feet in operating area lifting to 
3000 feet in the target area, except 2000 feet over the south- 
ern sector, i^rcsh northerly winds. Good flying conditions. 

i'iission Summary: 

Ten CiP, twenty TaRCaP and four STRIKE for a total of thirty-, 
four Sorties* 



21 November 
07001/ 



09001/ 



09101/ 

10191/ 
10231/ 



Two plane CnP and four plane Ta^OAP launched. CTU 95.12.1 
released TaRCAP to attack bridges in 0NGJIN area. Fl.jies cut 
three roads, set fires in village, and damaged a bridge bypass. 

Two plane C«F, four plane TaKCaP, and four plane STRIKE launch- 
ed. oTU 95.12.1 released TaRCaP to attack troop bunkers and 
warehouses in CriANGriYOU area. Planes damaged bunkers and ware- 
houses, STRIKE group attacked road bridges in JNGJIN area. 
One bridge destroyed* One plane of this flight hit by small 
caliber ^ fire damaging an oil cooler, PL^tne later landed 
aboard safely. 

Recovered 07 001 launch plus the two aircraft diverted to K-6 
yesterday at 1650. 

CTU 95.12,4 requested aircraft to attack enemy positions in 
the area as mortars and artillery had fired continually on 
S'ilNWI-JJ for the past week. 

U.S. 3. HICKOX (DjJ-673) rejoined the screen frou CTE 95.12, 
VrilTiirtijrtD patrol. 
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11001/ Two plane C~P and four plane TjuiChP launched. CTU 95.12.1 
released TiiRChP to attack railroad cars in SBiWON-NI area, 
observation point in P'UiMG^rJ area and power transformer in 
Uiuii^iYOijG area. Planes destroyed two buildings, damaged one 
transformer and two rail cars, cut two railroads and neutral- 
ized an observation post. 

11231/ recovered 09001 launch. 

11511/ n.k.o. U>iUb (D-20) advised CTE 95.11 of a casualty to dis- 
tiller pump which was repairable but fresh water supply would 
require replenishment from tanker at Prtil\iGY0NG-D0 island. 

13001/ 'Two plane C*?, four plane T^ChF, and four plans STRIKE 

launched, CTU 95.12.1 released YmiCaP to attack road bridge 
in f.wt'' :"0hu area. Planes destroyed two bridges, cut one 
road and destroyed one building. STKlAE group attacked supply 
village in ChUhGYuiN area. Twelve buildings were destroyed. 

13241/ recovered 11001 launch, 

14341/ 11.^.0. COMJS (D-20) detached to proceed to PaENGYONG-DO for 
repair of distilling pump and replenishment of fresh water 
supply. H.h.U.a. hnlD/i. (DDE-215 ) detached to CTE 95.12 for 
WHITji^D patrol. 

15001/ Two plane C^P and three plane T*ECaP launched. CTU 95-12.1 
released TAkCaP to attack command post on hill 297 in the 
P'Ui\iGi*iN area and buildings in the 0i\iCH r 0N-NI area. Planes 
damaged command post with estimated fifteen troops killed, 
destroyed five buildings and left three burning, 

15301/ Uncovered 13001 launch. 

17001/ Recovered 15001 launch. 

17101/ Task Element retired southward for the night , 
19301/ CTE 95*12 advised CTE 95*11 that mine- sweepers would be operat- 
ing close to shore, 23, 24, arid 25 fjoveEiber and requested CTE 
95.11 to provide air cover against enemy coastal artillery, 
using siiioke screen if necessary, 

CTE 95.12 was advised that no s^oke making equipment was 
available but that T,ulCiiP would be assigned additional respon- 
sibility of covering mine-sweepers during the operation. 

'Weather Summary: 

Broken low clouds in operating and target areas at 2500 to 
3500 feet. Haze and shallow ground fog in central sector of 
target area until 1000, ^.vera^e to good flying conditions. 

Mission Sumiiary: 

Ten C*tP, Nineteen ThHCaP, and eight iTHIKE for a total of 
thirty-seven sorties. 
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22 November 
07001/ 



DECLASS 



S1F1ED 



09001/ 

09221/ 
09351/ 

11001/ 



11251/ 

11321/ 

1145 V 
13001/ 



13151/ 
13261/ 

15001/ 



Two plane CaP and four plane TaRCaP launched, CTU 95,12.1 
released T^nG^P to attack command post in E 1 'UNGSaN area. Plant 
damaged two buildings, got direct hits on command poet trenches 
and cut one railroad. Two planes of this flight hit by small 
caliber aa fire causing minor damage. Planes returned safely. 

Two plane uaP and four plane TaRCjiP launched. CTU 95.12,1 
released TJIuaP to attack buildings in Ch'Ihiw^PO area. Planes 
destroyed one building, damaged radar position and hit gun 
positions, 

recovered 07001 launch. 

n.n.D, COMJb (D-20) rejoined the screen aft or having repaired 
distilling pump and replenished fresh water supply, 

Two plane CaP, four plane TaRC^P, and four plane STRIKE 
launched, CTU 95.12.1 released TaRC^P to attack road bridges 
in TriLLi-i'Ohi-MI area. Planes cut one road and damaged revet- 
ments, bTiLliu^ group attacked supply dump in CtWjGIOW area. 
Planes destroyed five buildings with an estimated five troops 
killed ^.nd five wounded, 

ri.i^.O.o. ri.rJ.iJA (uJE-215) rejoined the screen from CTE 95,12, 
■WhlTj&tJiAD patrol. 

Recovered 09001 launch. One plane struck LS0 screen with port 
wing during landing, damaging port wing and Aileron. 

U.b.i. kltxCit'iAN (DE-677> detached to CTE 95.12, MiITBrEaD patrol. 

Two plane CaP and two plane T^RCaP launched, CTU 95.12,1 
released T/iRCaP to attack troops in blwCH'ON area. Planes dam- 
aged a railroad car and dropped bombs in troop area with 
unassessable damage. 

Recovered 11001 launch. 

Two TBk of Td - 23 "COJPIbH" line, landed aboard with spare part 
and personnel. 

Two plane C^P and four plane TaRCaP launched, CaP attacked 
troop area as requested by CTU 95.12.4 with unassessable damage 
and returned to act as defensive CLP. CTU 95,12.1 released 
TurtCitP to attack railroad bridge in CHaWGYON area. Planes cut 
one railroad and two roads and destroyed nine buildings with an 
estimated twenty troops killed. 



15141/ 



Recovered I300I launch. 



16541/ 
17201/ 



recovered 15001 launch. 



DECLASSED 



Task -tilement retired southward for the night. 
Weather Summary: 

high overcast with ceiling 8000 feet. Low scattered to broken 
clouds in target area. Visibility 10 to 15 miles. Good flying 
conditions. 



Mission bummary: 

Ten C^P, eighteen TiihOAP, and three STRIKE for a total of thirt 
one sorties. 



23 November 



The U.b.b. nbu^n (uii-677) was unable to return to the force 
having struck a submerged rock while performing patrol duty unc 
the operational control of CTjS 95.12, Resulting damage minor 
but required dry dock facilities for repair, bhip was subsequv 
tly ordered to Japanese port for repairs. 

07001/ Two CvP, two TriKCAP, and four plane STRIKE launched. CTU 95,12 
reltsased i\JiCnP to attack supply dump in P'UMGbiiK area. Planes 
destroyed one warehouse and bombed and strafed troops in tEench 
bTRIKii group attacked buildings in T ' ^IST 1 area and destroyed 
four buildings, one railroad car, damaged two rail cars, and go 
a direct hit on railway tunnel entrance. 

09001/ Two plane and four plane TiJiC^P launched. wlP released to 
attack trenches and bunkers in S'UwWI-lD area as requested by 
CTU 95.12,4. Planes bombed area with unassessable damage. 
Planes returned to act as defensive CnP. CTU 95.12.1 released 
T^iRCriP to attack buildings in P'UNGb^ area. Planes destroyed 
one building with an estimated ton troops killed. Trenches 
were bombed in the area with unassessable damage. Two planes 
of this flight were hit by small caliber A. t fire with minor 
damage to wing and flaps, 

09261/ Recovered 07001 launch. 

11001/ Two plane C^P, four plane lARC^P, and four plane STRIKE launch- 
ed, CTU 95,12.1 released i-uRCU- to attack iiiortar positions in 
Ch'JMiiJrtjN area. Damage was unassessable. &-J? released to attt 
gun position in CH^WGYON area. Gun position was neutralized, 
rtt 11201 during his second run on this target Captain Charles 
it vnIiiuISj UijIiCRj was hit in the left arm by sriull arms fire. 
Captain 'nILLIb was able to make a landing on K-53jthe emergence- 
strip on PniJj'GNY0iWG-D0, and was later evacuated by plane to a 
Korean hospital. Damage to plant was a small hole in the canop 
Plaits was flown back to th^ ship later in the day. b'TRIKK grou 
attacked ammunition dump in hiJiJ0w"G-NI area. Planes damaged tw 
buildings, knocked out a loading dock and daniaged a large 
amount of supplies. 
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11131/ 
12001/ 
13001/ 



13181/ 
1500 V 



15341/ 
17171/ 
17561/ 



24 November 

07001/ 



09001/ 



Recovered 09001 launch. 



LASSIE 



n.n.b. COiiUb (li-20) detached to Cxd 95.12, WhlTB^D patrol. 

Two plane CaP and four plane fAftUAP launched. CTU 95.12.1 
released IARuaP to attack mortar positions in PONGGaNG-NI area 
and gun positions in P'UwGbAN area. Both areas attacked with 
unassessable damage* 
Recovered 11001 launch. 

Two plane CAP, four plan© bTi-LiKii, and two plane TaHCaP launched, 
CTU 95.12.1 released TaHCaP to attack supplies and docks in 
CH ' INijAx-iPO area. Planes destroyed two small boats and damaged 
supplies with direct hits. STRIKE group attacked supplies in 
T'AJiT'iUM area. Planes destroyed ten buildings, damaged a radar 
station and made four road cuts, 

necovered 13001 launch, 
Recovered 15001 launch. 

Task iHement retired southward for the night , 
Weather bumnary: 

Scattered to broken low clouds, ceiling 2000 feet lowering in 
target area to 1500 feet. Radiation ground fog in central and 
southern iAK^hP areas, neak trough passing through area during 
the morning period. Flying conditions mostly average. 

i-J.ssion butUkary: 

Ten CaP, twelve TaKCAP, and twelve o'L.m .: for a total of 
thirty- four sorties. 



Two plane CaP, four plane TaRCaP, and four plane bTRIK^ 
launched, CTU 95,12.1 released ThRC ;1 P to attack buildings in 
ChAWGYON area,' Planes destroyed three building- s and six sheds, 
bTRiK.ci group attacked railroad overpass in SiNCH'ON area. Plane 
destroyed overpass and cut one railroad. One plane of this 
flight was hit by small caliber AA fire, resulting in minor 
damage. Plane landed aboard safely. 

Two plane CaP and four plane TARCAP launched, CAP released 
to attack radio station and buildings in i-jONGGUNP 1 0-RI area. 
Planes destroyed six buildings and damaged five others. At 
about O915I, a plane of this fli^it flown by Captain R. V. 
KUiiHL, "UdtiC, was hit by automatic AA fire of 50 caliber type. 
Left oil cooler was damaged causing loss of oil, propeller 
overspeeding, and consequent freezing of engine about two 
minutes after being hit. a water Lin ding was made one lidle 
from shore about ten miles south of OhOlX) Island, Pilot was 
rescued by helicopter from ChGDO after having been in the water 
only 12 minutes. The pilot was uninjured and returned to the 
ship the following day, 
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CTU 95.12.1 released TaRCAP to attack supplies and troops in 
iUwGi-iifJ/i area, Planes destroyed eight buildings, a large amount 
of supplies, killed an estimated thirteen troops Jid wounded 
fifteen. 

recovered 07001 launch. 

Two plane CAP, three plane bTRIK^, and two plane TAitCftP launch 
CAP rele-sed to attack troops in blMJl-DO area* Planes destro; 
seven buildings. At 11401 during this attack, Captain Carletoi 
k. GREEN, dciaC, dropped fragmentation bombs from a low altitude 
instead of a Napalm bomb as intended. The plane was disabled 
a water landing was made ten miles South of oUi\MI-D0 Island. '1 
first helicopter was at the scene in about fifteen minutes but 
was unable to lift the pilot from the water. A second larger 
helicopter was sent from K— 53 and completed the rescue. Pilot 
was uninjured. Total tiue in the water was forty- five minutes. 
Remaining plane returned as defensive CaP. 

CTU 9?. 12.1 released ThiiCAP to attack gun position ^nd troops ii 
CHaNGNYiJN area. Planes damaged a gun position and destroyed 
supplies. sTitlXiL group attacked supplies in CHaNGNYON area. 
Planes bombed and made two road cuts. 

Recovered 09001 launch, 

h.h.o. UJLUb (D-20) rejoined the screen from CTE 95.12, 
wnlTiilCi^D patrol. 

U.o.ci. HIGKOt (DD-673) detached to CTE 95.12, WHIT BREAD patrol. 

Two plane CaP, four plane armed reconnaissance and two TaRCAP 
launched. Ar^icd reconnaissance attacked and destroyed - gun 
positions in QialuMG-Nl area, An estimated fifteen troops kill 
and one wounded. 

Recovered 11001 launch, 

Captain Git^iitf , UbLC, returned to ship by helicopter from K-53- 

Two plane C*P and four plane T^RCAP launched. CAP and TAR CAP 
released to attack troops in CHaNGYUN area. Troop area receive 
one hundred percent boi,ib coverage and fires were left burning. 
CaV returned to act as defensive CkP. 

Recovered 13001 launch. 

Two aircraft from 13001 flight, one with hung ordnance, divertec 
to K-1A. Recovered remaining plonks of 15001 launch. 




17361/ fores retired southward for the night. 
Weather Summary: 

Overcast niost of the day at 1500 to 8000 feet. Light rain in 
the target area. Visibility 8 aiiles. i-^argiiial flying conditic 
becoming average by 11001, 

i-dssion buniiiiary: 

Ten CAP, sight wen I'aKCaP, seven STRIKE # and four armed reconn- 
aissance for a total of thirty-nine sorties. 



25 wovemoer 
07001/ 



O90OI/ 



092a/ 
11001/ 



11161/ 
1U5I/ 



Two plane CaP and four plane 'iVutCUP launched. CaP attacked 
buildings and troops in UPCh'O-RI area. Planes destroyed nine 
buildings with an esti^L.ted twenty seven troops killed, CTU 
95.12.1 released i'^nLkP to attack troops in Ci^dVGYON area. 
Planes bombed two gun positions and troop area with unassess:.b- 
daiiL^ge . 

Two plane CaP, four pl_ne STiUKai, and three plane TAKCAP launch 
ed. CTU" 95.12.1 released TjiiiCW to attack troops in bANGriYU- 
UQwG area. Planes destroyed nine buildings and damaged four, 
oTitliiii group attacked troops in CHAtiGtiYAH-iil area. Planes 
destroyed twenty-nine buildings and damaged ten, 

Recovered 07001 launch, 

Two plane GAP and two plane TaHCaP launched. CAP attacked 
troops in dOwoG^'Ow-^I area, and destroyed six buildings. Plan 
returned to act as defensive GaP. CTU 95.12.1 released TAiiCiiP 
to attack troop positions in CHaWGuYGN area. Planes destroyed 
large Blount of supplies u.nd damaged one building with an 
es tinted five troops killed, 

Recovered 09001 launch. 

U.0,0. nleiiOX (uC-673) rejoined the screen from CTil 95.12, 
WHlTiiit^jiD patrol. 



12181/ H.wJ.t, haIDa (iJDii-215) detached to CTS 95.12, wtilTBft&iD patrc 



I3OOI/ Two plane CAP, four plane STRIKE and four plane 'i AH CAP launch- 
ed. GaP attacked buildings and trenches in the sUiJWI~D0 area. 
Planes destroyed three buildings and returned to act as defensi 
CftP, CTU 95*12,1 released TAiiCAP to attack gun position in 
ixMrriiirt area. Planes destroyed a gun position, destroyed four 
buildings and damaged five. STRIKE group attacked warehouses 1 
OnJCtoG-NI area. Planes destroyed one building and damaged six. 
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DECLASSIFIED 



2b November 
070ul/ 



13171/ Recovered 11001 launch. 

three plane STRIKE, 

15001/ Two plane CnF/and two plane 'iWCAp launched, CTU 95,12.1 

released TiiitUAp to attack buildings in P'uNGSiJi area. Planes 
damaged one building and two railroad overpasses. STRIKE group 
attacked buildings in rixJ-iJUNG-WI ar^a. Planes cut three road 
bridges and one road. 

15161/ Recovered 13001 launch, 

17201/ ii ecovered 1500X launch. 

17261/ Task jilement retired southward for the night, 
leather Nummary: 

scattered low, middle and high clouds. Ceiling and visibility 
unliifiited, average flying conditions, light winds. 

Mssion Summary: 

Ten UhP, fifteen TkaCiP, and eleven STRIKE for a total of 
thirty-six sorties. 

Two plane ChP, four plane STRIKE, and four plane TiUxC^P 
launched. CTU 95.12.1 released TViiidaP to attack ammunition 
dump in iiiuiJOi\iG-NI area. Planus dropped bombs in dump area, 
destroyed two m\ gun positions and damaged one, destroyed one 
building <_nd damaged one, sTHIKS group attacked troops in 
HiiiiJU area. Planes started fires in troop area with bombing 
^nd strafing. 

090eii/ Two plcJie wiP and four plane TaRCP launcned, CaP attacked 

troops in OiujI.-iJmG-wT area. Planes destroyed eighteen buildinge 
and one sm^ll boat and returned to act as defensive CiiP, 
CTU 95.12.1 released T^iC^P to attack buildings in OwJOisG-NI 
area. Planes destroyed eight buildings »jid damaged three gun 
po sit ions . 

09201/ recovered two aircraft diverted to K-6 on previous day, 
09251/ recovered 07001 launch. 

11001/ Two plane <JhP, four plane STRIKE, end four plane T^iRCiP 

launched. C*P attacked troops in CHj£IaN&-NI area. Planes 
destroyed eight buildings and damaged a gun position. CTU 
95.12.1 released TiiiiC^P to attack supplies on dock in CH'INN- 
ai-iPO area. Planes left supplies on dock burning, destroyed 
turee warehouses, damaged three warehouses ^nd one boat. STR1I 
group attacked troops in bGttUCH 1 Ow-NI ar-a, destroying seven 
buildings with an estimated five troops killed and five 
wounded, ^ bridge and trenches were damaged. 
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declassified' 



11171/ 

11191/ 

12001/ 
12051/ 

13001/ 



13221/ 
15001/ 



15201/ 

17151/ 
17211/ 



27 November 
07001/ 



itecovered 09001 launch. 

Two replacement aircraft laided aboard frou\ K-6, 

U.b.b. HICKOX (DD-673) detached to CT£ 95.12, WKITBuEaD patrol. 

H.w.O.b. riAlJA (DDiL-215) rejoined the screen from GTS 95.12, 
VtfilTBKJiiiD patrol. 

Two plane CaP and three plane TAHCaP launched, &1P attacked 
troops in village of CHURTONG. Planes destroyed ten buildings 
and left village burning. CTU 95.12.1 released T^RC^ to attack 
buildings In OMCH'GN-NI area. Planes destroyed two buildings 
and damaged two. a railroad was cut and a rail overpass damaged 

uncovered 11001 launch. 

Two plane CnP, thre^ plane aXitiKE, and three plane TaEC«P 
launched, CTO 95.12.1 released '/^xteAp to attack buildings in 
OiXn'ufo-NI area. Planes destroyed two buildings, damaged trench 
and gun positions, destroyed a road bridge, damaged a road bridg 
and cut one road, bTrtIKE group attacked buildings in CHaMGYON 
area destroying four buildings, one bridge, cut two railroads, 
and damaging two buildings and a radar station. 

necovered 13001 launch. 

itecovered 150UI launch. 

T^sk rluLiient retired southward for night. 
Weather buiHiuary: 

Cyclonic flow aloft causing high cloudiness throughout the 
operating area. Ceiling 7000 f<=ot lowering near end of period 
to 3000 feet, average flying conditions. 

kission Nummary: 

Ten UaP, eighteen 'i'AittiiP, and eleven tSlitlKii for a total of 
thirty-nine sorties. 



Two plane CaP, four plane iAuCiJ 3 , and four plane bTriIKE launch- 
ed, CaP damaged buildings in kOw'GGILiPO-HI ar^a with strafing 
before returning to act j.s defensive CaP. OTU 95.12,1 released 
'iaaC^P to attack buildings in the ^lJUK area. Planes made excell* 
ent hits destroying seven buildings and strafed remaining 
buildings, yTHIKii group attacked fuel tanks in CHINbjJ>iPO area. 
Planes scored direct hits on tanks with rockets, resulting in 
no apparent damage , One plane developed an oil leak and was 
escorted to K-53 for landing, iixcort knocked out road bridge 
enrouce, Hemaining aircraft destroyed one building, one gun 
position, cut a railroad, and damaged a building. One plane was 
slightly damaged by small arms fire. 



09001/ 



09111/ 
09381/ 

noui/ 



11261/ 
11361/ 

13001/ 



13211/ 



13321/ 



Two plana 0*1?, two plana oTitULS, and four plane TsJACnP launched. 
OaP attacked troop village in £»liiWI-iD area, flight destroyed 
eight buildings uid damaged six before returning to act lb 
defensive C*P. C£U 95.12,1 released iiJLC^'i 1 to attack road 
bridge in Qtt Cn ! ON- W I area, flight scored; a roc.d cut and damag- 
ed the bridge, flight then destroyed six buildings, on a ware- 
house, and detua^ed a road bridge* iff KIKE and spotting mission 
attacked a gun position In isiMfl-DO area. Gun position was 
damaged, aircraft of this flight spotted ship's gunfire anil 
aady strafing runs Vhich reoulttJ In pro Qa bio destruction of 
gun position t «n eitiuttou' flit dun troops killed and tan woun- 
ded. One plana was hit by snail ctliber «w» fixe with minor 
damage* 

U.d.cs. nlChO- (JU-673) rejoined screen frot- Ci 1 ^ 95.12, WhlT- 
&<j£kD patrol, 

Recovered 07001 launch. 

Two plane dtF, four plane 'I'^riUiF, and four plane STitlkE launch- 
ed, ChP attacked a village in (XiaJlU are., /light destroyed 
twelve buildings and damaged five with an est lasted five troops 
killed and five wounded before returning to act as defensive 
iW. CTU 95.12.1 released iWiO.iP to attack ro^d bridges in 
HajJU area. One uridge was d-iuaged, three ro^ds cut, eight 
buildings destroyed, radar antenna destroyed md. one building 
damaged. oTHIh^ group attacked tunnels in T'n-T'rtN area. Plane 
closed one tanutdL, destroyed one building, and attacked troops 
in cjvtfl u nd buildings with unassessable da&jage, 

Recovered 09001 launch. 

K.a.U.j. ...Jli. (biic-215) detached to CTt 95,12 for rfHIT3ai^D 
patrol. 

Two plane CUP and four plane ThRC*tP launched, CaP attacked 
troop village in GUrtGWYON area. Flight destroyed twelve* 
buildings, strafod a gun position and a group of trenches be- 
fore returning to act us defensive CJP. ITU 95*12.1 released 
T^UkP to attack troops in 0NCSn'0N-NI ares. * group of building 
were left burning aid a truck was destroyed with two troops 
killed. Two planes of this flight diverted to K~14 to pick up 
photographs required for target analysis. 

Army Guerrilla unit based on PfuiNGYONG-D0 Island reported that 
one hundred troops with mortars and machine guns were attack- 
ing friendly troops occupying point CtLnNGimN-GOT (XC 4*522} and 
requested that CTi£ 95*11 aircraft attack enemy troops as soon 
as possible , 

Hecover^d 11001 launch, v 
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DECLASSIFY 



13511/ 
15001/ 



15131/ 
16491/ 

17291/ 
17371/ 



28 iiovtariber 
07001/ 



OTE 95.11 advised LEOP^lD and JOC that TxiRCnP had been divert- 
ed to attack enemy troops, 

Two plant OaP, six plane STRIKE, and four plane LifiC^P launch^ 
CTU 95.12,1 released T^RC^P to attack troops menacing friendly 
troops in iSDHGGtfaP 1 0-RI area. Troop area attacked with un- 
assessable damage, wajor itayiiond J. HIGhTMTJR JR., USkC, raad^ 
lew strafing pass, reported a rough running engine during pull 
up, and was escorted to K-53 for emergency landing, a wheels 
down landing was attempted with six rockets and an external 
fuel tank aboard. The plane was observed to nose over to an 
inverted position at the edge of the ishallow w^ter. Within a 
few seconds the plane was burning intensely preventing rescue 
by nearby personnel. ^ doctor was dispatched from the ship by 
helicopter immediately and pronounced the ,..jor dead when he 
arrived. The aircraft was completely destroyed. STRIKE group 
diverted to assist TaRCaP attacking enemy troops near iDNGGUM" 
U-Rl, but was unable to assist due to low ceiling md limited 
attack area, tfttUKi group attacked village of UiOiJI-iXJNG and 
destroyed twenty-eight houses and damaged a railroad car. 

Recovered 13001 launch. 

Recovered 15001 launch, plus two aircraft previously diverted 
to K-14, 

Force retired southward for the night. 

«. dispatch from CTU 95.12.4 reported the 15001 STRIKE of 21 
November silenced mortar positions that were attacking the 
island of iUMVI-lJO, thereby raising morale one hundred percent. 
Fires were reported still burning in the area twelve hours 
after STRIKE with secondary explosions. 

Weather Summary: 

Low overcast at 3500 to 4000 feet with rain until early after- 
noon, marginal weather conditions in the target area restrict- 
ed target visibility. Visibility 5 to 6 miles in rain. Cold 
front 400 miles northwest of operating area. 

i»iission Summary: 

Ten JjiP, twenty TaROaP, and sixteen STRIKE for a total of 
forty-six sorties. 



Two plane C^, four plane STRIKE, and four plane TaECAP launch- 
ed, CTU 95.12.1 released TaRChP to attack troops in sGIjGCH'RO- 
ill area, Lirect hits with Wapolm destroyed twelve buildings 
containing troops, Small arms fire was encountered during 
attack. A coastal gun was neutralized with rockets. STRIKE 
group attacked groop village in OWGJIN area. Eight buildings 
were destroyed with ftapalm and a truck strafed. 
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; DEClJSsiFlED 



Two plane C*P and four plane TiUiC^P launched, a J 5 attacked 
buildings and supplies in UPCh'O-RI area. Ten buildings were 
destroyed and five damaged with an estimated five troops killed 
and five wounded, CTU 95,12,1 released T^CaP to attack radio 
antenna in i\ONGGUtiP 1 0-RI area. Damage not assessable. Two 
medium size boats were damaged in the CK0D0 area by rockets. 
Meager and inaccurate aA fire was observed in CHODO area. 

Recovered 07001 launch. 

Two plane CaP, six plane STRIKE, and two plane TaRC«P launched, 
CiiP attacked troop village in bDEVa-DO area. Nine buildings 
were destroyed and six others damaged with an estimated fifteen 
troops killed, flight returned to act as defensive CAP. CTU 
95.12.1 released TaaCaP to attack four junks in the P.JiNGYONG-IC 
area. One junk was destroyed „nd five others damaged. STRIKE 
group attacked bridges in SIhWJN-HI area. Flight destroyed one 
railroad bridge , damaged a road bridge and scored hits on three 
gun positions. Flight was attacked by KIG type aircraft in 
CHAi^tYONG area. kIG Type planes made three firing funs on the 
formation with no damage resulting, right 5" HVaR rockets 
were fired at the mIG's which seemed to confuse the enemy pilots 
as the engagement was broken off immediately thereafter. No 
damage was inflicted on the enemy planes. 

Recovered O900I launch. 

U.a.S. hICKOX (DD-673) chopped to CTS 95.12. 

Two plane CaP and four plane TaRC^F launched. CaF attacked 
troop village in K-iNGYONG area. Flight destroyed three build- 
ings and damaged two, plus bombing enemy troop area with un- 
assessable damage before returning to act as defensive CAP. CTI 
95.12.1 released TAR CAP to attack troop village in CHKUNG-NI 
area. Flight destroyed twenty-five buildings and damaged ten. 
One small boat was destroyed, five damaged and a gun position 
damaged . 

Recovered 11001 launch. 

Two marine pilots of VW312 transferred to P, iMGYONG- DO by 
helicopter for further transfer to H.w.S. GLORY (CVL-19) to 
observe flight operations. 

Two plane CaP, six plane iTRIKfi, and three plane Tj.RC«P launch- 
ed, CTU 95.12.1 released TaIiCaP to attack troops in H,i&JU 
area. Flight destroyed twelve buildings and damaged two. Fire 
frox. six to eight 20MM Aa weapons was observed during the attack. 
One bridge was destroyed, two roads cut and a gun position was 
destroyed. bTxilKi group attacked troop3 in YONaN area. An 
estimated twenty-five troops were killed* 



15001/ uuccvorud I300I launch. : ^,^05^'';J' 
16331/ uncovered 14251 launch 
16401/ bet course southward for SnajSO. 
a. 001/ xcelieved as UTii 95.11 by H.h.S. GLORY (CVL-19). 
Weather SUiiaiuxy: 

Cold frontal passage at 0400 cleared operating and target area 
by Q530 with unlimited ceilings and visibility throughout the 
period. Fresh northeast to north winds with moderate to rough 
seas after mid-period. 

i'ii3sion Summary: 

Ten CP, eighteen T^itCliF, and fifteen STRIKE for a total of 
forty-three sorties, 

29 November 

13151/ Detached ^.u.U.d. rUIb rt (OUE-215) to proceed independently to 



16501/ 



i-ioored to Buoy number 18 in S^SEBO Harbor. 



A. chip's ordnance wipendiid, 5hU rounds 40i#i. 

B. P^rforaance of ship f s ordnance 

1. aA firing exercise was conducted 19 i^ovoiiiber. There were no 
material casualties, however three loading casualties did occur. 

2. The i-iK-34 radar of the r-iK-63 director system sustained the follow- 
ing casualties: 

21 Nov^nber - The radar antenna on i-iount 11 was not boresighted. 
The antenna will be boresighted on arrival in port, 

26 Noveiiiber - ^adar iiange Unit nK-19 hod-0 casualty: Intermittent 
juiaping of range step and no sweep in precision, of the radar indicate 
( control ) M-2i The cause was a faulty capacitor C-358.in iiadar 
Range unit Circuit. The capacitor was replaced. 

2? November - iiadar Indicator kK-2 casualty: Partial loss of range 
sweep and step. The cause was shorted capacitor C-329 in iiadar In- 
dicator Unit . 
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3. AA firing exercise was not conducted enroute to Sasebo. The 40I'ik 
training allowance for use while employed in W'esPac is not sufficient to 
conduct an exercise each time we transit the firing area throughout the 
period of the ship's scheduled op-rations in WesPac, 

k* General 'Quarters gunnery and fire control personnel have participate;: 
in an active training program to improve the AA defense capability of 
the ship. The training consisted of the following exercises: 



a t A-Oii-i loading drill. 

b. Target acquisition ana tracking drill using CAP. 

c. Training films .pertaining to operations of and maintenance of 
guns cud lire control equipment. 

d. Instruction to indoctrinate all personnel in safety precautions 
pertaining to operation of gun and handling of ordnance ,;iaterial. 

C, Ammunition replenishment w^s accomplished in 5A;^30, Japan prior to 
this cruise, laccellent cooperation was experienced in dealing with the 
issueing activity WavOrd Facility. The following items were NTS: 

1. Adapter, F/aK - M-219 fuze 

2. Auxiliary booster, &K-4 

3. Anti-personnel bomb fuze extension (daisy cutter - IS inch) 
J+. 3.5 docket head (Vff or PWP) 

5. 2a-iii Ctg. A/C Belted 

6. Torpedo boosters iyJt-9 Mod-0 ( F/KK.-2J+ i i *ine) 

7. Fuze M-1U2 wod-0 (f/jj.JC-24 Mine) 





The lack of availability of items (l) and (2) can hamper future operations 
when present stock is depleted. These are used with anti-personnel bombs. 
The shortage is not critical at this time, however, the ship began the last 
operating period with 20 less than our allowance of 350. Item (3) is avail- 
able only with 36" extension. The 18" is more desirable for catapulted 
aircraft. Item (4) will cause fire as well as being good smoke markers. Tint 
present inventory consists of F3 smoke heads only. Item (5) was not avail- 
able ^ however } the component rounds and links were substituted. 

Heconriyendation i 

It is recommended that belted 20i»i£i k/C ammunition be furnished because this 
requires considerable effort to belt while in port in addition to normal re- 
plenishing. Time, space, and personnel are not available during operations 
to belt ammunition. 

During replenishment, 62 fire bombs (Napalm tanks) were rejected and retume-. 
to wavOrdFac, These were promptly replaced by NavOrdFac. The tanks were 
damaged and not useable probably due to careless handling and poor stowage 
facilities. 

He commendation : 

It is recommended that better stowage facilities be m_de available and that 
returnable crates be provided for some degree of protection to the tank dur- 
ing handling ana stowage. 

D. Summary of Aviation Ordnance iiicpended 



TfPE 



AMOUNT 



100C# GP Bombs 
500,/ GP Bombs 
50iJjr oaP Bombs 
350fr" aUB Boiabs 
260ft-- FILiG Bombs 
250ft- GP Bombs 
lOOfr- GP Bombs 
ijapalm Bomos 
5" HVrih Hockets 
Hounds 20Mh nmmo 
i-tounds 50 Cal. Ammo 



42,400 
91,200 



44 

135 
8 
4 

74 
96 
358 
141 
974 
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r,utT iv 

A, 
3. 



The siiip sustained 


no battle damage. 




jjamage inflicted on 


the enemy by ships aircraft: 




'jLAAKjshl'iD 






Buildings 


365 


103 


(iun positions 


115 


17 


Boats 


6 


1 


rtoad bridges 


U 


9 


itoad cuts 




16 


Hailroad bridges 


3 


1 


Troops 


177 




Railroad cut s 




5 


rtadar stations 


1 


k 


Railroad cars 


k 


10 


Fuel storage tanks 




2 


iunnels 


1 


3 


Hailroad overpass 


1 


2 


Ox carts 


9 


11 


Oxen 


4 




Oojiiii-arid po st s 


1 




Observation post 


1 




Power transformer 




1 



D 



Docks with large amount of supplies destroyed. 
Troop trenches strafed with no assesiuent of damage, 

C. Uaiaage inflicted on ships aircraft; 



1. One aircraft damaged by an^aay fire and consequently lost in water 
landing. 

2. One aircraft damaged by own comb blast and consequently lost in 
water landing. 

3. One aircraft nosed over jid burned during emergency landing at K-53. 
ihgine malfunction believed caused by eneniy small arms fire observed by 
ships in vicinity of target area. 

iix otiier aircraft slightly damaged by enemy flak and small anus 
fire. 
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Pml£QiM.lL P^diPOiti-jAKiCiL aWD ChpUaLTI^o 



a. Performance 
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1. Personnel 

The high morale of the crew was reflected in the excellent job 
performed during the period of this report. Personnel on board 
during this period including Marines was 119 officers and 1003 
enlisted for a total of 1122. There were no transfers or new 
personnel reporting aboard during this period. 

2. Iiiducation 

iiducational advancement received continued emphasis despite a heavy- 
operating scneuule. iihips company personnel are currently enrolled 
in twenty five UbAFI C&urses, nineteen officer correspondence course 
one hundred twenty thr^e enlisted correspondence courses and a total 
of two hundred eleven course books are checked out for study. 
Valuable on the job training was utilized during the period, 

3. Divine Services 

services conducted aboard uuring irhis period included, three 
proLestant services, one catholic mass, daily catholic rosary 
services, one Latter iJay saints class, two periods of choir practics 
and one bible class. 

k* Welfare and Uecreation 

Maintenance requirements reduced movie showings to six during this 
period, a capacity turnout indicated this to be the most popular 
snip board recreation. 

A daily suirniary of aircraft missions and damages inflicted plus a 
roundup of world news and sporting events is given over the ships 
announcing system by the Chaplain each day at noon. This is a 
great morale builder and is eagerly awaited by ALL muVDS. 

The ships cruise book is progressing on schedule and will be complet-, 
when the ship reaches the states. 

A ieirge number of officers and enlisted personnel take advantage of 
rest hotel facilities during in-port periods. 

Thanksgiving dinner left little to be desired and was a great 
contribution to morale. 



B, Casualties 

1. Captain Charles a. ftlLLIS, LitaMCK, was wounded in the left arm by 

enemy aA fire during a bombing run 11201, 23 November 1952 . Captain 
VIlLIS landed at a nd was evacuated to a Korean hoepital. 
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Kajor JtiaysiiOnd J. xilGHTwYiii , UiM}, 023222, attempted an er^rgency 
landing at K-53 about 16301, 27 NoveLiber 1952. DurLig the landing 
roll out the plane nosed over to the inverted position. Intense fir 
plus wing rockets prevented nearby personnel froLi rescuing the pilot 
The body of x-iajor uIGnTkYiIi was returned aboard the following day. 



PiiRT VI 

aPiiCLiL OOt'u-ijJjTa ON DQCi'ril ri ii^iND OP^vT IOw^L PhOC^CC*^ 
a, h±t Department 

1, Cokiaent: Upon breaking out a box of ,01 primer detonators (lot No. 
h 0P30a), after having been aboard in the ships magazines less than ten 
days, they were found to be wet and corroded. Check of the ships storaj;- 
spaces showed no destructive moisture content and the container box snot; 
no indication of previous wetness. However, the detanators were in such 
condition that they were considered unsafe for use, 

ite commondat i on : 

That great care be exercised when handling and storing ammunition ami 
when possible damage is assessed that steps be taken to inspect and re- 
move the damaged items. The limited amount of storage space aboard a 
CVE does not leave allowance for a percentage of "throw-aways. " 

2, Comment : it napalm udxer manufactured by General rotors Corporation, 
Harrison Radiator Division, Lockport, N.Y. (serial U4424) was used in 
order to evaluate its effectiveness. Wo instruction book accompanied th 
instrument, but familiarity with mixing napalm by ships personnel throug 
use of a siiiilar, and by considered opinion, more efficient piece of 
equipment (U£to BaDOiiNG STRaIT (CVE-116) ltr ser 66 of 22 Jan 1952) eval- 
uation was effectively realized. The results obtained from the General 
i-iotors Corporation indicate that the mixer is unsuitable for cold weathe: 
operation whsai gasoline runs below normal temperatures in ships tanks. 

Recommendation : 



A complete evaluation report is being prepared, by separate correspon- 
dence, for BuOrd, However, at this ti-^e the basic discrepancy to be 
noted is that the heat exchanger unit on the mixer should be enlarged 
for adequate i;dxing of the powder with the gasoline, A unit similar to 
that described in the above mentioned BaDOENG STKAIT'ii letter is be- 
lieved to answer the immediate needs of napalm preparation. 

3. Comment : iiumerous bursters for Fuze M-157 were discovered to be 
oversized. Twenty-two (22) out of the 302 bursters handled were found 
to be oversizeu. These were taken frosn lots No. CP. 15817-23 of June 
1951 and No. G.P. 15817-23 of July 1951. (See gunnery, also). 

Recommendation : 

That more careful inspection of ordnance materials be LiS.de at the 
manufacturing point, 

4-* Co^-i^n t • During this operation the ship's starboard whip -antennas 
were required to be lowered for roughly 10 hours out of every 24 hours. 
The reasons - launching and recovery periods, loading napalm tanks 
(due to possible high induction fields indicated in ComairPac ltr ser 
10/02314 of 29 October) and topping-off periods. 
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itecoLJii an nation: 

That conclusive tests be nade on CVE type carrier far induction activity 
or that the starboard antennas be relocated to eliiainate the close 
proximity to the flighL deck. 

5» Coi,i|.-ent : The iViK-4 life-raft located at the LiiO platforu for 
emergencies has no designated stowage space, ^s a result the V-4 Divis: 
of the BfilXJJSG aTiUir jiianufactured a quick release rack on the out- 
board side of the guntub, located just aft of the platform, in order tc 
i;ake it readily available to be jettisoned. Iron straps (l^ ir X 3/16" ) 
with quick-release pin were used. 

Hecoraujenaation: 

That all carriers use ship's force to manufacture a similar device for 
ewurguncy release ^ should an aircraft be ditched ni=ar by. 

°* . C oo aent : The Vita squadron operating aboard was equipped with .Ji/ 

direction finders. This was not known until shortly before their 
arrival. Bench-test components were immediately ordered in order to 
service the gear, all parts except the harness and control box have 
arrived at this tiue. No operating handbook has been received, however, 
the equipiiiint has been set-up for operation through the efforts of 
competent personnel. 

Reconmiendation : 

That electronic bench-test equipii-ant for the >JJ/^riM-6 be added to the 
section "re" allowance of all carriers. 

7. CoirMent : as a result of uncontrolled skidding by aircraft coming 
out of the arresting gear and tne liiidted parking space ahead of the 
barriers, several planes have received niinor damage through collision. 
The flight deck was stained with BuShips forimila 21, 

Recommendation : 

Several corrective measures are offered: One, that an abrasive be added 
to the stain. Two, that flight deck planking be prefabricated with 
an abrasive iiiaterial and to avoid having an aircraft come upon this 
increased traction suddenly, graduate the degrees of abrasiveness; or 
perhaps install about every third or fourth crossd^ck planking with a 
uniform prefabricated abrasive plank in order to avoid the possibility 
of a nose-up. 

^* Coiniiiavt : Wet weather together with the maneuvering of airplanes on 
the hard rubber mats at the forward end of the B-4C catapult shuttle 
track lias broken the iiiats adhesion to the flight deck. The ship's car- 
penter has used every available adhesive but has not successfully securec" 
the raats to the flight deck. Onu oat was put in during the ships last 
yard period, while the second was put in by th* ships force recently. 




Hiscomi^endation; 

That effective materials and procedures far fastening rubber mats to 
flight deck be developed. The following methods are suggested for 
consideration : One, that flat-head wood screws secure the mat to a 
wood deck. Or secondly, using round head bolts with washers to secure 
thts mat through to the steul deck below, 

9. CoLiment : Serious stowage problems for departmental and squadron 
materials are encountered on the hangar ^eck and elevator pits. Add- 
itional room is required for taxing napalm, wing stowage, ^C's and 
machine gun cleaning. 

Uecoiauen da tlpn : 

That tank-top conversion (BnDOiiNG STRaIT ltr CVEll6AWW/asr L9-2/13 
ser 1357 of 23 Nov 1951) be considered for early installation in order 
to afford additional stowage requirements along with personnel and work 
space needs. 

10. Comment : One hundred- fifty (150) N7 & N8 Napalm tanks were received 
at Sasebo, Japan when re-anvdng ship for this operation, of these, sever, 
five (75) were rejected as being damaged to much to be used. On some 
tanks the searas were split, others had the external igniter bracket brok 
off and others had so many dents and creases that it was feared they 
would cause severe buffitting when in flight. 

itecojiiiiiendat ion : 

It is suggested that issuing activities inspect all tanks before issuing 
and survey tanks not suitable for issue prior to delivery to operating 
forces. 

11. Comment : 13,000 Hounds of aircraft incendary SOMK were received at 
Sasebo. Of these, the contents of two (2) wooden cases were so badly 
corroded they were dangerous to handle, jimmunition had gotten wet and 
was evidently not inspected before issue. 

riecommendat ion : 

It is suggested that issuing activities inspect all wooden cases and 
boxes of ammunition before issuing and survey the unfit rounds. 

12. Comment : The V.T, Fuzes T-90 of Log No. 264-4 of June 1945 had 
the arming vane protection ring modified by increasing the thickness of 
the ring one quarter of an inch (^")« One set of locking pins had been 
modified to receive an arming wire and one pin had not been modified. 
The second pin is being modified on board at this time, 

iieconiiikaidat io n : 

That when modifi cat ions are to be made, they be completed prior to 
being issued to operating activities; in order that the operating forces 
may not be hindered by a modification program prior to using the ordnanc 
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13. Coiuifflanb : Because of an excessive number of wires broken or burned 
the; following crossdeck pendants were replaced: 



Recommendation : 
None , 

14. statistics : 

a. Launches 

K-2-1 Catapult 
No - 10? 

i.vg Wt. pounds - 14200 
j-iVg Wind knots - 25 
iiVg Pressure psi - 2700 
No. Bridles expended - 7 

H-4C Captapult 
Wo - 226 

^vg Wt, pounds - 15000 
nvg wind knots - 26 
itvg Pr assure ^sl - 2200 
lio, Bridles expended - 12 

b. Landings 

ho. ~ 334 

nvg Wind knots - 26 
CPV psi - o50 
^vg run-out Ft, - 115 
No. tines wires caught 



B. ^ftinearing Department 

1, iSlcj ct r onics : During this operation several electronic difficulties 
were encountered. The i.iost serious was with the four VK repeaters on board. 
Two of these repeaters are designed for operation with the AN/SflR-6 AEW 
systen, This system ha3 been out of operation for the past six ixrnths due 
to the lack of a transformer which has burned out. Replacements are unavail- 
able in any of the supply activities. VK-No. 2 and VK-No, 3 operate with 
this system and even though the system is inoperative the VK'3 can still be 
used a3 repeaters for tilts search radars. The 120 volt line voltage for 
these two repeaters is obtained from tne ships 440 V.ii.G. generators. The 



#1 After 5o engagements 
#2 After 53 tingegejaents 
j/3 After 64 engagements 



tfl - 75 
02 - 131 
rf3 ~ 74 
ifh - 45 
tfS - 7 



#6-2 
#7-0 
£fi - 
#9-0 
No, - 



Barriers £hgaged - 
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440 volts is st eppy i .'.own to 120 volts though a transformer corimon to the 
ui\i/diffi-6 system only. In addition to this transf o rmer , the lino voltage for 
tnese repeaters is further controlled by a center tap transformer, ^ fire 
occurred in VK-No. 3> burning out both fuze holders and impairing the off- 
conter range switch and- its associated wiring* Neighte of the fuzes blew, 
fn tryix.g to determine the cause of the fire it was discovered th..,t the line 
voltage on VK- ho. 2 was 128 volts instead of the noriual 117. The line yolta 
at the" ^hW transformer was 117 voIls. Further. Investigation showed the line 
passed through the above mentioned center tap transformer and improper 
positioning of the center-tap had raised thj line voltage from 117V to 128V, 
This center-tap transformer was labeled as an auto-transformer for the bG-1 
radar on the na;:ie plate, and the fact that it was being uscsd to control the 
line voltage for VK-ho. 2 and VK-No. 3 was not known by any of the electronic 
personnel. Further, the design of the VK repeaters is such that an under- 
size fuze holder must b» use., because of space limitations. The end of the 
fuze holder cuiaes within a fraction of an inch of the off-centering range 
switch. It is felt tnat the over heating of the fuze holder, caused by the 
high line voltage and current plus the defective fuzes installed caused the 
firo. with out blowing the fuzes. This repeater was placed back in operation 
after about five man-days work. The night following the fire, VK-NO. 2 blew 
a fuze. It was felt that tliis was also due to the line overload. It was at 
this time the center-tap transformer was discoverer. The voltage was cut 
down to 117 volts and VK-No. 2 refuzed ana put back on the line. Then VK-No. 
1 and VK-No, 4 both blew fuzes with VK-i\io. 1 also burning out one fuze holder 
Investigation showed that these two repeaters get their 120 volts supply 
from a transformer coji^on to much of the ship's lighting circuits in the 
forward part of the snip, ^fter putting these repeaters back on the line a 
chart was kept of the line voltages at these two repeaters. These voltages 
varied from 112 volts to 123 volts. It was learned that the transformers 
supply ing this voltage operate at full load conditions and that any changes 
in this load, such as turning on electrical juachinery will cause the voltage 
to fluctuate. These two repeaters continued to blow fuzes periodically dur- 
ing the operation due to overload. It is recommended that the VK set up be 
modified to include a separate transformer for obtaining their line voltage 
rather than h^-ve the varying load condition occurring with the use of light- 
ing circuit transformers. 

One of the TCK transmitters was put out of commission to work on a noisy 
motor generator* It was found that the ball bearing in the motor end was 
very poorly packed and apparently had a flat ball. This bearing was replaced 
and tlie bearing on the generator was repacked. This transmitter was out of 
commission for about four hours. There were no other failures in 
communications equipment. 

The only other electronic difficulty was several tube failures in the AM/ 
UP£-1, The tubes that f,..iled are the 6D4 and 6aS6. These are the aame 
tubes that have failed several times previously this year. It is felt that 
none of the above failures seriously effected the ship's operating schedule. 
There were always at least to VK's on the line, the TCK was put out of 
commission only during a lull in ship to shore traffic and the «N/UPX-1 was 
out of coiiiiidssion for a short period of time. 
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' ,The continued shortage oi* electronics ritiag^ caused a hand to mouth operation 
at all times. The iiR division h-s been ab*le to keep enough of the 
electronics equipment in operation to permit a satisfactory evaluation dlurin^ 
this i-ji^. other comh..t patrols, but to do this it is often necessary for 
cefctain of the higher rated personnel to work 10 to 12 'lours a day. 

The theory that designated strikers are rated men and that third class petty 
officers can be counted as second class and on up the line, is not always 
true. In practice it is found that a designated striker, although very 
interested in his work, fails short of the practical knowledge found in the 
third class petty officer. In doing repair work the most dependable nen are 
the first and secon^ class petty officers, the third class petty officer is 
a fcooa assistant but seldom has sufficient practical knowledge to do the job 
alone. In the final sugary of the first and second class petty officers 
form the repair crews and unless they are supplied in sufficient nuiaber, we 
will have to work long hours if the equipment is to operate, 

G. Opera t ions Department : 

1. Combat Information Center : ihlisted personnel in CIC are arrange! 
in three rotating watch sections with one watch officer, one Air Controller 
and one air Operations Officer on watch during all air operations. 

air control of defensive CiiP, departing TaRCaP and STitltLliS are the primary 
functions of CIC during present operations. Defensive C.-iP is used to inter- 
cept all returning aTrtlKiib in addition to unidentified aircraft, thus 
providing Liaximum training of air Controllers. 

Defensive air Control work is seriously limited by proximity of land and 
-limitations of equipment in this t/pe of operation. JJuring air operations 
the carrier remains within twenty-five to forty miles of enemy territory. 
The average range of detection of single aircraft over water with SK Air 
bearch Kadar has been thirty to forty miles and almost negative results 
obtained with aircraft over land. GaP stationed between the ship and expect- 
ed attack origin have a bare twenty miles in which to intercept an aircraft 
before it enters the ships aa range. This would be inadequate should jet 
aircraft make an attack on the ship. The ship is equipped with both MK-3 
and UPX type IFF, however, the UPX type has n non-directional antenna. This 
produces an identification ring on the scope at the proper range but no 
bearing. This system furtner reduces the IFF detection range to about a 
thirty mile maximum, i-ji type radar with directional type IFF is 

recommended for ships conducting this type of operation, 

2. Communications : 

a * Personne l: The shortage of rated personnel, although serious, 
did not hamper the rapid transmission or reception of messages. Radio 
watches were stood on a basis of one in three, any further loss of rated 
personnel would necessitate the standing of radio watches on a port and 
starboard basis. CWO watches were stood on a basis of one in three with two 
CWO's on watch continously, uie to the heavy encrypted traffic load, the 
CWO watch was augmented by two additional officers during peak periods. 

b f T raffic ijiaiaysis : It has been determined that over one hundred 
messages a day were handled by the main communication station, at least one 
half of which were classified. Classified traffic amounted tj an average of 
approximately twelve thousand coded groups a day 
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c « f'-^t erial : a. worn bearing on'the motor generator of the TCK-1 
was the only casualty that occurred to the transmitters. This was repaired 
in a porio- of four to six hours. If this repair had not been effected the 
loss of this transmitter wouLi have seriously affected operational coiimunica 
ions due to there bting no spare transmitters in this frequency range avail- 
able. Due to the shortage of transmitters in th~ medium to high frequency 
range, all medium to high frequency transmitters must be in operation 
continousiy, 

Carry-over was experienced on two primary VHF circuits (voice) causing 
serious difficulty in the control of aircraft during critical periods of 
air operations. Interference was experienced on several occasions on print:- 1 
CW piets. This interference was attributed to the proximity of frequencies 
and attempted jamming. 

One ox the most serious difficulties experienced this patrol in regard to 
communications was the continued failure of coding machines. During the las 
operation failure was experienced with the two machines this unit is a Howe; 
During the in-port period both jjiachines were turned over to Crypto -Kepair 
facilities in oasebo. ¥ork on neither machine was satisfactorially complets 
and prior to departure both machines were turned in to the RPMIO in basebo 
and two other machines were drawn. These had just been returned to RPMIO 
from a repair facility, and were thought to be in excellent repair. Howevei 
on the fifth day of operating one of the machines became inoperative due to 
failure of the clutch mechanism. The other machine has remained operative 
but has consistently given trouole in that it has failed to print properly. 
Failure of the one lb chine has thrown the entire load of eight to twelve 
thousand code groups a day on this machine and has doubled the work load on 
crypto personnel due to improper printing, 

Before leaving oasebo it was requested that an additional machine be issued 
on temporary custody for use as a spare in case of failure. F i'his request 
was turned down by the RPiilO due to the allowance list. Had both machines 
oecoiiie inoperable during this operation it would not have been possible to 
keep up with the operational traffic that is required to be handled by a 
Task mlemont Co/iimander in this area. There are no Crypto-Repair personnel 
assigned to this unit. 

Re coma en actions : 



1, Safeguard the number of trained enlisted and officer personn 
so that it will not be necessary to decrease the number of watches from the 
presait one in three, ^ny increase in the work load would increase the 
fatigue and' decrease efficiency, 

2. Provide a spare transmitter in the medium to high frequency- 
range to ^uard against a serious hampering of primary communications in the 
event of a one hundred percent casualty to a medium to high frequency 
transmitter. 



3. Continue the effort to decrease the amount of traffic, both 
clasbified and unclaseif ied, that is transmitted by radio, &ail should be 
used as often as possible. 
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4. That the allowance list be increased to allow three coding 
machines to be issued to CV±S' s on this duty. This increased allowance would 
only be required during the time the unit is operating in this area and 
could be transferred to each relieving unit in turn. 

5. That present crypto repair facilities be cstamned with a 
view toward improving the quality of repair work. 

6. That if practicable one crypto repair man bti assigned to 
GVE's operating in this capacity. 

3. Photographic Laboratory : The photo laboratory is operated by three 
rated men and one striker with the senior rate being a second class photo- 
grapher. In addition to standing flight deck watches and continuing rou- 
tine shipboard work, the laboratory supported five photographic sorties, 
expanding three rolls of F-56 film and two rolls of K-20 film. Negatives 
from these sorties were used to produce thre<= mosaics plus 154 prints. 

^" serolo gy: Ratt circuits provide the main source of a^rological data 
in this area and proved to be unreliable during many hours of the day. 
fasciiiiile equipment is very desirable for carriers operating in this area. 

D. hedical Departiaent : 

1. Captain Charles <t. WILLIS 037774, UoIiCK, was wounded in the left 
ana by small caliber fire on 23 November 1952. Captain WILLIS was flown 
to a Korean Hospital, n. detailed account is contained in Section IV. 

2. tiajor itaymond nlffiiTwYjiRj U^hC, was killed attempting an emergency 
landing at K-53 when his plane nosed over to an inverted position and 
burned. Hemains were returned aboard the following day and transported 
to Sasebo. rt detailed account is contained in Section IV. 

3. nedical Statistical Summary n,ir Group ^nd ship's Company 



a. jidniitted to sick list . l. 24 

b. Total sick days out of 12342 possible working days 80 

c. Officers adiuitted to sick list 1 

d. Total patient visits to sick call 466 

e. Total medical treatments 539 

f. Patients received from other ships 2 

g. Patients transferred to rtospital 

h. Number minor injuries treated 26 

i. Number major injuries treated 4 
j. Number shipboard injuries resulting in death 
k, hinor surgical procedures 3 
1, wajor surgical procedures 
m. Venereal disease cases and i\lon- specific Urethritis total IS 

1. Gonorrhea L,, Chancroid 3 

2. Non-specific Urethritis following sexual exposure 11 

n. Penicillin tablets issued last in port period 233 
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4. Me dic al statistical bunmiary air Group Pilots and Crewmen 

a. Pilots temporarily grounded for medical reasons 4 

b. Pilots permanently grounded pending iuedical evaluation 1 

c. average number days pilots grounded 3.2 

d. Crew grounded ibr medical reasons 

e. No. of pilots KIa 1 

f. No. of pilots WIa 1 



H. L. RAY 



Copy to : 

CNO (2) advance 
CINCPiiCFLT (2) ndvance 
CIwCP^CFLT itfALuWIIOW GttOUP 
COMN^VFE (1) advance 
COMAVFi iW^LUnTION QrtOUP 
C0h7th£LT (1) Advance 
CTF-77 (1) advance 
COi-nOrtPiiC (5) 
UCrib^V'r^C 
OOwFAlliJaP-N 

COkUvKDIV 15 

COkdRDIV 17 

CO, F^IiiBETUPaC (2) 

CG, AlriFkFP^C (l) advance 

CG, Fj>iFP«C (1) advance 

CG, 1st MriK^Iii^li^G 

CO, kAG-12 

CO, VKk-312 



CO, U.b.b. BkTAxiN (CVL-29) 

CO, U.b.S. KEhijjOVrt (CVE-114) 

CO, U.b.o. B^IhOKO (CVii-llj) 

CO, U.b.S. POINT CRUZ (CVE-119) 

CO, U.o.t*. SICILY (CVE-U8) 



AUTri-cNTI CATiiD 




£>. U. ^U. 
^**"\;UR, UbN 



Operations Officer 
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SI^RI^E 0735 



27 November 1952 
FLIGHT SCHEDULE FOR 28 November 1952 

SUNSET 1724 



EVENT 


i-jO. */C 


MISS ION 


UUSCH 


LaNO 


aMMO 


NOTES 




p 






U91 5 


A 


1 k/C SAR 


*t-2 


4 


TaRCAP 


0700 


0915 


iif B 


A-3 


4 


STRIKE 


0700 


0915 


A,B 




B-4 


2 




OQOO 


-L-LJ.J 




J. it/ U Ijj-lll 


B-5 


4 


T^RCAP 


0900 


1115 




C-6 


2 


ChP 


1100 


1315 


A,B 


1 A/C SAR 


0-7 


2 


T«HCAP 


uoo 


1315 




C-fl 


6 


STRIKE 


uoo 


1315 




1000#/.o25 as alt 














nate load. 


D-9 


2 


CAP 


130« 


1515 




1 A/C SAR 


D-10 


4 


TaRCaP 


1300 


1515 


ii jB 


E-ll 


2 


CaP 


1500 


1715 


ii 


1 a/C SAR 


E-12 


3 


TaRCaP 


1500 


1715 


A^B 


5-13 


6 


STRIKE 


1500 


1715 




500#/.025 as alt. 



nate load. 



HELICOPTER 



Note: 



Ammo Load 



GUARD i'JaIL 
GLkRD MkIL 

1. Events B, 

2. Events D and 



All ships. 
Designated ships* 

and C -without belly tanks. 

E with belly tanks. 



a - «H a/C full gun loads. 
B - All a/C Napalm and 6-HV,lR. 



3. E. COLKITT JR. 

LCDR , USN 

air Operations Officer 

Copty to 

CO SQUADRON OFFICE (6) 

XO H IK ImTEiAIGEw CE (2) 

AjittO CPO QuaRTEtIS BB 

aIR PLOT (2) aLL OFFICER sTaTEROO^S 

BRIDGE (4) a^Cri bCREEN SHIP (3) 

PHOTO LaB 
Aik DEPT (8) 
i^ICaL (2) 

READY. I (2) ENCLOSURE (l) 



AVAI LABI LIT Y-OWDAILY SORTIES 



Q 



P v\ £ ft 



//// // / //21 



00 



inoinOm o ^ O 




0O 

ON-BOARl) 



IN-COMMISSION 



Report of Damage Confirmed By Iritellgince Sources 
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(a) The following is a list of damage inflicted by planes from this 

carrier and verified by intelligence sources in North Korea. This 
is not a complete report covering all strikes made. 



DaTE 



LOCATION 



21 November 1952 RONGGhNG— NI area 

25 November 1952 SUNWI-DO Area 

28 November 1952 SUNWI-DO Area 

28 November 1952 HONGGUWP'O-RI Area 

25 November 1952 CH4JUMi-NI Area 

26 November 1952 CHhNGHYaN-NI Area 
26 November 1952 CHELifoG-NI A rea 

26 November 1952 CRiLiNG-NI Area 

26 November 1952 CH 1 INitoiPO Area 



RESULTS 

Seven North Koreans Killed, 
twenty-eight wounded. 

Seven North Koreans Killed. 

Twenty North Koreans Killed. 

Twelve North Koreans Killed, 
°ne light machine gun destroyed. 

Fifty-one North Koreans Killed. 

Twenty-nine North Koreans Kille 

One North Korean Killed, large 
ammo dump destroyed. 

Three North Koreans Killed, 
twenty-one houses destroyed. 

One warehouse containing 3000 
bags rice destroyed. Two small 
junks and three cement houses 
destroyed. 



25 November 1952 SINGH 1 ON iurea Eighty-three North Koreans Kills. 

twenty wounded. One warehouse 
containing 300 bags rice and 
four pillboxes destroyed. 



1 November 1952 RONGGaNG-NI Area Nineteen North Koreans Killed, 

two bunkers, two guard posts, 
and one SCMvl mortar destroyed. 



25 November 1952 UPGH l 0-RI Area 
25 November 1952 UPCH'O-RI Area 



Six North Koreans Killed, six 
wounded and one truck destroyed 

Nine North Koreans Killed, eigh 
wounded and one civilian wounde 
Two bomb shelters destroyed. 
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25 November 1952 

25 November 1952 

26 November 1952 

26 November 1952 
26 November 1952 

26 November J.952 

28 November 1952 
28 November 1952 



SUNWI-EO nrea 

UPCR'O-RI iirea 
CH'INN^iPO Area 

CHnNGHIrtN-NI Area 
CHiiLnNG-NI Area 

CHSIAWGUMI Area 

SUWwI-DO xo-ea 
hONGGlMP'0-RI Area 



Seven North Koreans Killed and 
six houses destroyed. 

Fifty North Koreans Killed. 

One warehouse containing 3000 
bags grain, two junks and cement 
jetties destroyed. 

Thirty North Koreans Killed and 
four houses destroyed. 

One Norht Korean Killed, one 
wounded. One large ammo dump 
and fifteen houses destroyed. 

Three North Koreans Killed, three 
wounded. Twenty-one houses 
de stroyed. 

Twenty laborers killed and one - 
hundred-twenty houses destroyed. 

One-hundred North Koreans attack. 
I>-4 safe village. Partisans 
plus Navy and air repelled 
attack, killing twelve North 
Koreans, and wounding nine. 
One heavy laachine gun and ten 
rifles were destroyed with no 
friendly casualties. 
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U.S. 3. BuDQtiNG STttAlT (CVit-116) 
c/o Fleet Post Office 
San Francisco, California 



CTEU6/HWP/jd 

A16-13/30 

ber: 




^SSZS IffJVm 2 JAN 1953 

X MO MS 5™, " r&,M 




From: Commanding Officer, U.b.S. BADOMlG STRAIT (CVE-116) 

Coniiiiander Task element 95.11 
To: Chief of Naval Operations 

Via: (1) Commander Task Grot?) Wl^TY-flV^ POINT OnE 

(2) Commander Task Force NINJTY-FIVE 

(3) Commander bAViMTH Fleet 
(O Commander Naval Forces , Far iast 
(5) Commander in Chief, U.S. Pacific Fleet 

Sub j : Action report 7 December through 17 December 1952; submission o 

itef: (a) art 0705 Navy lis^J dtions 

(b) OpNav Inst 3^80 „^ 

(c) CinOPacFlt Inst 3480. 1A 

(d) UTG 95.1 OpOrder 2-52 

iihcl: (1) Sample Air Schedule ' 

(2) aircraft Usage and availability; Chart of /<■.■• ^7 

1. In accordance with references \a.) , (b), (c), and (d) the action report 
of the Task ikLement 95.11 for the period 7 December through 17 December 
1952 is submitted herewith. The Commanding Officer, U.b.b. BADOSNG STRAIT 
was Commander Task ilLement 95.11 from 2100 on 7 December until 2100 on 16 
December of this period. 

2. This report is divided into six parts, as follows: 
Part I General Narrative, 

rart II Chronological Order of Events. 

Part III Remarks on performance of ordnance, material, and equipment, 
including ammunition expenditure. 

Part IV Summary of own and enemy battle damage. 

Part V Personnel Performance and Casualties, 

Part VI bpecial Comments on Doctrine and Operational Procedures, 



3. Greater detail with respect to aircraft performance may be obtained by 
referring to Vi'ia-312 Type Report command Dairy for December 1952. 
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A. During the period of 7 December to 16 December 1952, the U.S. 5. BADOSNG 
STRAIT (CVE-116), with VM.-312 embarked, operated as a unit of TE 95.11, 
Carrier dement, West Coast Blockade and Patrol Group, under the operational 
control of Gomiiander Task Group 95.1. The Officer in Tactical Command of 
TE 95.11 was Captain H. L. haY, 02691/1310, UsK, Commanding Officer, U.S.S. 
divDOEWG STRAIT . ship's assigned OTE 95,11 as screen included the U.S.S. 
HIOKOX (DDE-673), U.a.a. PORTERFIELD (DD-^62), H.h.C.S. CRUSADER (DDE-228), 
and H.k.C.S. aTKaBaSCaN (DDE-219). Ships assigned the screen varied from 
two to three as units were transferred temporarily to CTE 95.12 for night 
patrols along the enemy held coast line. 

B. The BaLOENG STRAIT sailed from Sasebo on 7 December 1952, with H.H.C.S. 
aThaBaSCaN (DijE-219) in company as directed by CTG 95.1 dispatch 05060$Z of 
December. Both ships conducted anti-aircraft firing exercises in area GEORG 
while enroute. These ships became units of TE 95.11 at 0721001 when the 
Commanding Officer, BaDOjiIjG STRrIT, relieved the Commanding Officer of H.M.S 
GLORY (CVL-19) as CTE 95.11. 

C. The general mission of the United Nations Forces operating off the West 
Coast of Korea is to blockade the coast line and control the sea approaches 
thereto. This mission is performed by the ships of TE 95.12, the Island 
Naval Defense Element j the troops of TE 95.15, the Island Defense Element; 
and the units of TE 95.11, the Carrier Element. The Island Defense Element 
is a most important portion of this group since it occupies and defends the 
islands fringing the enemy held coast line from the HAW River on the South 
to the Taedong estuary in the North. These islands are extremely helpful 
to this Task element in providing services for aircraft early warning, air- 
sea rescue, intelligence, and guerilla action. The tasks specifically ass- 
igned the Carrier Element have been briefed in previous action reports and 
will not oe repeated herein. 

D. In perforating its assigned tasks, TE 95.11 normally operated in the area 
southwest of PrEMGNI0NG-D0, conducting dawn to dusk air operations, and re- 
tired southward for the night. Five deck load launches were made daily at 
intervals of two hours with approximately fifty percent of available aircraf 
in each launch. In each launch four aircraft were assigned as a TARCAP for 
CTU 95.12.1 stationed in the vicinity of SOKTO Island, two aircraft were 
assigned as CiiP , and when aircraft availability permitted, a four plane 
STitIKE or reconnaissance flight was added. It was usually possible to launoi 
three such strikes each day. 

E. During this patrol there were numerous requests from the Island Defense 
Element and from Guerilla activities for STRIKES against troops which threat- 
ened tbs security of friendly islands. Continued attack was made on these 
targets, particularly those in the vicinity of SUWWI-DO and SOKTO. Little 
change was made in the employment of aircraft practiced on the previous 
patrol. Except at dawn ^nd dusk, CaP aircraf t were given a full ordnance 
loading of bombs or napalm and provided support in the PAENGWYON-DO to HAEJU 
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area, returning later for defensive purposes. The TARCaF was assigned pre- 
briefed targets to be attacked when the controlling ship had no targets re- 
quiring attention, armed reconnaissance of the coastline northward to 
HAN CHOW was scheduled on alternate days to coincide with the time of Saber 
jet sweeps in that area. 

F. Air operations were marred by two accidents viiich fortunately ended 
without serious injury to personnel. The corsair piloted by Captain C. L, 
MIIlliINS, UdHUh, crashed over the bow into the water following a catapult 
launch. It appears that either the catapult bridle or the aircraft bridle 
hook failed during the initial impulse allowing the plane to inove without 
catapult assist and therefore unable to gain sufficient speed to become 
airborne. The pilot was recovered by helicopter uninjured and returned 
aboard in six minutes. The Corsair piloted by Major Vernon 2. BaLL, USMC, 
was hit by AA fire while attacking an <Jiemy truck and became untenable. hajo< 
BkLu-. parachuted from low altitude, landing on a imid flat in the TaEDONG- 
GriitfG southwest of CK 1 INlWiFO, He was oovered by his team mates until picked 
up by the riir force helicopter from OHO DO. hajor BALL suffered a punctured 
thorax when his plane was hit, 

G. h considerable amount »f difficulty with bombs failing to release from 
wing racks was experienced as on previous patrols, bince landing fields 
are available, it has been doctrine to send aircraft with bombs larger than 
100 lb to land at K-6 airfield for removal, although the absence of those 
plane s reduces the offensive effort which is possible for the day. Squadron 
maint tnance is concentrating on finding a solution. 

H, h number of Japanese fishing vessels began to appear in the operating 
area North of 3°° North Latitude during this operation. Such vessels, most 
of which appear to be equipped with radio and direction finders, could prove 
dangerous to the security of allied ships operating in the Yellow Sea. This 
opinion was reported to CTS 95.12 with information to the Commander West 
Coast Blockade and Patrol Group on 8 December 1952. 

I, The interchanging of officers with the H.h.S. GLORY and screening ,:ships 
for familiarization and training has been continued. The Air Operations 
Officer of CTG- 95.1, Commander PiiiCY, iuM, wis aboard during the early portior 
of the cruise to observe air operations. Two officers from H.M.S. GLORY 

and three from h.i'i.C.d, CRU^aD^R were aboard at various times during the 
period for the same purpose. The BADOiHG STRAIT sent two officers to the 
GLORY to observe carrier air operations, and four to the CRUShD-cK to observe 
night inshore patrol and bombardment , One officer was sent on a visit to 
the Island Defense Element far liaison purposes. Unfortunately, the inter- 
change of officers on the part of the BADQiNG STRhIT was necessarily 
restricted to junior officers, since the ship^ allowance is such that other; 
cannot be spared at sea. 
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J. a highlight of the patrol was the visit of the Task Group Commander, 
Hear admiral ii. G. a. CLIFFORD, RN. The Admiral arrived aboard by high- 
line from h.i-i.B. W*jWCa5TLS and hoisted hia flag on the BhDOcNG STRAIT . It 
is possible that this is the first time in history that an aduiiral of the 
Royal Navy has hoisted his flag on a U.b, Navy vessel. The Admiral returns 
to the N-ttoUitflLEi two days later, 

i 

K, VivL-312, commanded by Lieutenant Colonel Robert 13. CAMERON, 07027, U3MC. 
was aboard during this period. Planes assigned this squadron consisted of 
t\U-U and type. The average number of aircraft aboard per day for 

the period w^s nineteen, ^vera^e availability per day was seventeen. Total 
number of sorties flown during the nine day period was 345 for a total of 
823 hours. rt total of 69,2 hours of this was "over the target time," A 
single helicopter from Helicopter bquadron One Was aboard as plane guard. 
The helicopter flew forty-six sorties for a total of twenty-six hours. One 
rescue was made by the helicopter when a plane entered the water after an 
aborted catapult shot. 
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PaRT II 



CHRONOLOGICAL QttpjR OF jV£HTb 



HFC' OSSIFIED 



7 December 
06301/ 



10501/ 
11051/ 
11351/ 

20001/ 



21001/ 
ZZ10I/ 

23471/ 



8 jJeceiuber 
00501/ 



03041/ 



03521/ 



07301/ 



In accordance with CTG 95.1 dispatch 050o06Z of December 1952, 
the U.o.S. BaLOMG STRAIT (CVE-116) with VM-312 and KU-1 
detachment embarked, got underway from Sasebo, Japan for 
operating areas, "w/ii-i" and "x*iIKE," off the West Coast of Korea. 

H.i'i.C.b. aTha^aSCaN (ODE-219) joined as previously directed, 

Comnenced 1+Olm-i AA firing at towed sleeve. 

Completed Aa firing. Two tow sleeves knocked down by 40Mh fire. 
A total of 1290 rounds of ammunition expended in this 

training exercise. 

CTE 95.11 (ii.i-i.L-, GLORY) advised BADOiMl STRAIT that U.S. a. 
hlOKOX ^Di.i-673) had been directed to investigate vessels in 
position 36-32N 124-4&E and if Japanese to escort them westward 
to 124-00E, from there southward until ordered to rendezvous with 
flADOiiMG STRAIT. 

Relieved B.rx.o. GLORY (CVL-19) and aasumed duty as CTE 95.11. 

U.a.b. hlOKOX advised CTH 95.11 she was escorting two Japanese 
fishing vessels westward. 

U. L1.i1. hlCKOX reported two additional vessels being escorted 
westward, identified as same vessels ordered out of area on 
previous night. 



deceived jdessa^e from CTE 95.11 (Presumably sent by H.^.o. GLORY} 
action GTiii 95.12, information ariDOENG STRAIT, kessage stated 
sixteen fishing vessels located 3 G_ l6N 124-50±i* investigation 
not practicable, 

Ci'E 95*11 directed U.o.o. HIOKOX. to take only such action with 
respect to Japanese fishing boats as is authorized in paragraphs 
six through eight, Appendix B^Kj-jR to CTG 95.1 Operation ^rder 2-5* 

CTE 95.11 advised CTE 95.12 that presence of Japanese fishing 
boats ( about two hundred iidles North of their prescribed area) 
presented a security threat to CTE 95.11 operations and request- 
ed establishment of a special patrol as provided by CTG 95,1 
Operation Order 2-52, 

Two CAP, four TAR CaP, and four plane STRIKE launched. CTU. 95.12.1 
directed TaRCaP to attack troops in village of KAKSONCR'ON. 
Twelve buildings in the village were; destroyed. Flight then flew 
reconnaissance of TaEjJOKG River to CH'INNAMPO. STRIKE group 
attacked pre-briefed target consisting of railroad bridge in 
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bONGHWA area. Flight damaged bridge and made two rail cuts. Two 
aircraft from this flight diverted to K-7 to remove hund ordnance. 

08301/ Arrived in operating area "WAN". 

06501/ U.b.b. HICKOX (DD-673) joined as previously directed. 

09001/ Two CAP and four TaRCaP launched. CAP released to attack stowage 
dump in Ch'INNAfiPO area. Target area completely covered by 
rockets and napalm destroying an estimated 2^.00 bags of rice. 
Flight returned to ship as defensive CaP. CTU 95.12.1 released 
TaRCaP to attack pre-briefed targets consisting of buildings, 
bunkers, and trenches in the Gh/d^GYON area. One gun position and 
two buildings were destroyed. Light small arras fire was encount- 
ered. 

09081/ U'.D.ti. hlCKOZ reported four Japanese fishing vessels had beea lef". 
at 36-24N 123-55£ proceeding on course 1&0°T at 9 knots. 

09151/ Recovered 07301 launch. 

10081/ CT£ 95.12 advised CTG 95.1 that ship availability would not per- 
mit special fishing patrol until second U.S. Destroyer made 
available , 

10141/ 11/-.LK d. G. a. CLIFFORD, RiJ, UTG 95.1, ( GTE 95.19), plus two 

members of his staff came aboard by highline from H.k.S. NHWCAbTL" 
to observe Task £1 anient 95.11 operations and hoisted his flag. 

10271/ 0TK 95.19 concurred with CT£ 95.12 with respect to fishing patrol 
and requested CTF 95.1 discuss matter with OTF 95 to clarify 
classification of fishing areas and proceedures and consider 
possibility of providing patrol from sources other than TG 95.1. 

11001/ Two CaP and four plane TaRCaP launched. CAP released to attack 
supply dump in the OmiJIN area. Dump area was hit with full 
ordnance load. Flight returned to act as defensive CaP. CTU 
95.12.1 released TaRCaP to attack pr^-briefed target, villages 
containing troops in CiiANGNYON area. Flight destroyed seven 
buildings and damaged a railroad bridge, 

11191/ Landed two replacement aircraft plus two aircraft previously 
diverted to K-6. 

11291/ Recovered 09001 launch, 

12J+51/ Two CaP and four plane TaRCaP launched. Car released to attack 
supply dump in QuGJIN area and made two road cuts and building 
housing a truck was damaged. Flight returned to act as defen- 
sive GaP. CTU 95.12.1 released TaRCaP to attack pre-briefed 
targets, troops in CriaNGwYOM area. Flight dropped fifteen frags 
in troop area with no estimate of da^ge. beven buildings were 
destroyed and two buildings damaged in neighboring villages, 
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13021/ 
13151/ 

14451/ 



14501/ 
16401/ 
17001/ 
20101/ 



215?!/ 



Light nA fire was encountered. 
.«;covorcu 11001 launch. 
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H.i.. UOJSaDEK (DOE-221) joined screen from CTE 95-12, ¥HITBRr, 

patrol. 

Two CkP, three TiiRCiiP, and four plane STRIKE launched. CTU 
95.12.1 released TkHGAP to attack pre-briefed target , troops and 
supplies in !>; 1 Li .ininPO area. One building damaged one destroyed 
in Cri'IiJWiiMPO area, Four buildings destroyed in village of 
KONGH'OW and caves in ULLYUL area attacked. Two planes diverted 
to K~6 to remove hung ordnance, STRIKE group destroyed one rail- 
road overpass and damaged another in bONGHWA area. Four buildings 
destroyed and two damaged in ONGJIN area. Photos were taken of 
areas containing possible future targets. 

Recover 12451 launch. 

Recovered 14451 launch. 

Task Element retired southward for the night. 

CTG 95.1 advised CTE 95.19 and CTE 95.11 that (a) additional ships 
were not available for fishing patrol, (b) that the only restric- 
tions placed on Japanese fishing boats by Japanese government 
were for them to stay South of latitude 36-OON, and that (c) A 
representative of CTF 95 would discuss the problem with COMNaVFE. 

CTE 95*11 requested to investigate possible attack on friendly 
island of SulVtfl-DQ by 700 North Korean troops dressed in civilian 
clothes and living in civilian houses at HaijGWAN. 

leather Sumrairy: 

Variable low clouds, scattered to broken with bases at 1500 to 
2000 feet, high overcast at 10,000 to 14,000 feet in ship area. 
Target area had no low clouds and rtmained CaVU throughout the day. 
kinds northerly 10 to 20 knots. 

i i J.ssion nummary: 

CaP ten, TitRCtiP seventeen and STRIKE ten for a total of thirty- 
seven sorties. 



9 jJecemoer 

07151/ Two plane GriP, four plane TaRCaP, and four plane STRIKE launched. 

ThRUaP destroyed gun position in P'ONGsaN area and a small boat 
in the CHaNGYGw area, automatic weapons fire observed in this 
area. oTRIKE group damaged a railroad bypass in the SIMCK'ON 
area. 
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09001/ Two plane CaP, four plane TaRCAP launched. In response to the 

request of friendly troops in bulMtfl-UO island CaP attacked troop 
village in bUNtol-uO area, destroying t en buildings and returned 
to act as defensive CaP, TaRCaP attacked village containing 400 
troops in CHaNGYON area destroying three buildings. Flight dest- 
royed two buildings in ObiGJIN area and damaged one in T'aET'AN 
area, 

09201/ Recovered 07151 launch, 

11001/ Two plane CaP, four plane TaRCaP, and four plane STRIKE launched, 
UrJ? attacked troop village in SU&inl-jO area destroying five 
buildings and damaging four. Planes returned to act as defensive 
CaP. TaRCaP attacked caves and troop villages in CHaNGYON area 
damaging caves and destroying five buildings. One plane of this 
flight hit by 30 cal aA fire with minor damage. Two planes 
diverted to K-6 to remove hung ordnance. STRIKE attacked rail- 
road tunnel and sheds in CHa^iIYONG area. Tunnel was closed, shed 
and road bridge damaged. Two planes diverted to K-6 to remove 
hung ordnance, 

11021/ K0IT0ITI directed by CTE 95.12 to patrol for fishing 

vessels in the vicinity of 36 00N f«r a period of twenty- four . 
hours, 

11221/ Recovered 09001 launch. 

HIGKOX 

12001/ U.a*sy (DjJ-673) detached to CTE 95.12 for krilTBRJiiD patrol. 

13151/ iw&.C.S, aTHaBa^CaN (DDE-219) rejoined from CTE 95.12, WHITEHEAD 
patrol. 

13151/ Two plane CaP, four plane TaRCaP launched. CaP attacked troop 
vij_Lage in oUiMl-DO area destroying one building and damaging 
another. Planes returned to act as defensive CaP. TaRCaP was 
joined by two aircraft from K-6. Flight attacked caves contain- 
ing troops in LTLj_.YlfL area killing an estimated ten troops and 
wounding ten. Three buildings and a boat destroyed plus three 
boats damaged in CWjGImYON area. Two aircraft from this flight 
diverted to K-6 to remove hung ordnance. Light a A fire was 
observed. 

13311/ Recovered 11001 launch. 

15151/ Two plane CaP, two plane TaRCaP launched. TaRCAP attacked troop 
and storage area in vicinity of ChVJJGNYON with unassessable damag 

1 

15371/ Recovered 13151 launch plus two planes previously diverted to K-6 
17011/ Recovered two aircraft diverted to K-6 on previous day. 
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( 17061/ 
17UI/ 
20301/' 



DECLASSIKD . 



Recovered 15151 launch. 

Force retired southward for the night. 



i r 



GTE 95*15 advised there was a motor junk^ sail junks and 150 
rubber boats assembled in bOK-TO Island area presumably for in- 
vasion of friendly bOK-TQ Island, A plane from air Force was 
requested to illuminate area at night. 

Weather Summary: 

Low broken clouds with ceiling of 2,500 feet until 14001. High 
broken clouds throughout the day. No low clouds in TaJSCAP area 
during day. Visibility was unlimited and wind was 12 to 18 knots 
from the North, 

Mission bumuiary: 

Ten CuP, twenty T,JtC*P, and ten STRIKE for a total of thirty- 
eight sorties. 



10 December 

07001/ Two plane CaP, four plane ThHChP, and four plane STRIKE launched, 
lAuCAP released by CTti 95.12.1 to attack a village containing 
troops in the bOK-TO Island area. Twelve houses were destroyed 
in the village. CTU 95.12.1 directed TaKC^F to attack trenches 
reported to contain 150 ruober boats in the same area. Trench 
area was damaged, narnaining ordnance was expended on island of 
UNG-DO, reported by CTE 95.15 as probable supply base for suspect 
ed invasion of bOK-TO Island. STRIKE group attacked enemy 
positions on island of UWG-DO. Damage was unassessable. 

09051/ Two plane CaP and four plane T^CAP launched. CTU 95.12.1 
released T>>PlCaP to attack pre-briefed targets consisting of 
troops und supplies in CHj-lwGNTON area. Two villages attacked 

and eleven buildings destroyed. Troop and gun positions attacked 
with hits being made on two gun positions. One plane of this 
flight hit in each wing by small caliber aA fire. One plane of 
this flight lost napalm bomb during take-off. However, bomb fell 
in wuter resulting in no damage, 

UiP was released to attack pre-briefed targets consisting of 
troops and supplies in OhEIxjiG-NI area. Full ordnance load 
expended on troop area with unassessable damage. Planes return- 
ed to act as defensive U^P. 

09161/ Recovered 07001 launch. 

11101/ Two plane ChP, four plane TAiiCAP and four plane b'TRIKE launched. 

C^P released to attack pre-briefed targets consisting of reveted 
buildings in T'/icT'riiM area. Six buildings were destroyed and 
two damaged. Planes returned to act as defensive CAP. 

~ -8- 
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CTU 95.12.1 released T^JiQaP to attack pre-briefed targets. Troof 
concentration attacked in CHnNGNYON area with unassessable damage 
Four camouflaged trucks and a cave were damaged. 1V0 planes of 
this flight hit by small caliber ah fire with minor damage. 
STRIKE group attacked reveted buildings in CHAERYONG area. a. 
reveted locomotive shed was damaged. One railroad tunnel was 
damaged and a radar site attacked. 

Ij-25 jl/ recovered 09051 launch. 

1U6I/ U.b.b. nlUKOX (DU-673) rejoined screen from CTE 95. 12, WHITBRSaD 
patrol, 

11551/ R^H'i il.G.ii. CLI.FQRJ, ha, CTG 95. 1, (OTE 95.19), plus two members 
of Ms staff transferred to H.M.C.S. CRUSaDER (DDE-258) by high- 
line; admiral's flag hauled down. 

12021/ Two AJXUHG STRaIT officers transferred to H.h.C.b. CRUb^DER by 
high line to observe mlhITjitji.iD patrol operations. 

12051/ h.M.C.b. CHUawDEH (DDE-228) detached to JTE 95»12 for WHITBREAD 
patrol. 

13151/ Two plane CaP and four plane ThrCUP launched. C*P released to 
attack troops and bunkers in bU\!WI-CO area. Entire ordnance 
load expended in troop area with unassessable damage. Flight 
returned to act as defensive GaP, CTU 95.12.1 released Tj-lRC^P 
to attack pre-briefed targets in P ' UNGt^iN area. Camouflaged 
truck area hit. Four buildings of a troop village destroyed. 
Flight made reconnaissance of riJICHON River before returning. 

13291/ Recovered 11101 launch. 

15151/ Two plane C*P, four plane 'LuiCaP, and seven plane STRIKE launchea 
CTU 95.12.1 released ThRCaP to attack pre-briefed targets 
consisting of villages containing troops in CRnNGNYON area. 
Three villages were attacked. Nine buildings yere destroyed 
and seven damaged. Troop bunkers were attacked and light small 
arms fire was observed during attack. STRIKE group attacked rail- 
road bridge in CHaERYQN area as briefed. Target was hit with 
six bombs, one rail cut was made, an *k position was attacked 
but bombs did not explode. ^ railroad overpass in SONGHW* area 
was attacked resulting in eight rail cuts. 

15401/ necovcred 13151 launch, 

17061/ Recovered 15151 launch. 
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17201/ Task Element retired southward for night. 



Weather Summary: 

heather was O^VU for entire day. Winds from northwest at four- 
teen to eighteen knots. Below f red zing temperatures existed in 
target arda throughout day. 

Mission Summary: 

Ten C^P, twenty T^CUP, and fifteen STRIKE for a total of forty- 
five sorties. 



11 December 
07001/ 



l^t C-P, /our plane TaRCAP, and four plane STRIKE launched. 
S released TaW CkP to attack troops and bunkers in 

SOK-TO Island area. Damage was unassessable. Two radio antennas 
destroyed and a bunker damaged on hill 391. STRIKE group attack- 
ed railroad bridge in CH^YOWG area, flight cut three railroad 
bridges, destroyed four rail cars and made si* rail cuts. Light 
aa fire was encountered. 6 

09x51/ Two plane G«P and four plane T^CaP launched. CAP attacked troop 
positions m SuNWI-LO area with unassessed damage. jjuring this 
flight First Lieutenant Paul C. hOGSHSON, UafoCR, flew to K-53 
with ermine running intermittently and made a wheels up landing 
Plane received class »3" damage. Pilot was uninjured. Remaining 

? ^V! T d t0 aCt aS defensive CTU 95.12.1 released 

iAKUP.to attack troops and buildings in ULlYUL area. Eighteen 
buildings destroyed with an estimated ten troops killed and ten 
wounded. 

Recovered 07001 launch. 

U.a.S. PORT^FIELi) (DD-682) reported for duty as relief for 
U.S.S. HICKOX (DD-673). U.S.S. HICKOX (DD-673) chopped to 

Two plane CUP, four plane TaRC*P, and four plane STRIKE launched. 
UO- attacked troop village in SUNWI-1D area. Five buildings 
damaged and planes returned to act as defensive CaP. CTU 95 12 1 
released ThRCaP to attack troops on hill 391. One lookout post' 
destroyed, one bunker destroyed and area neutralized. Ten 
SS^S 3 des W e <* ^ d eight damaged in village of HhGAMJONG. 
blRiKi destroyed one truck North of CH'INN^iPG. Reveted build- 
ings, trenches and bunkers attacked in K^1J0NG-NI area with un- 
assessable damage. 

11311/ Recovered 09151 launch. 

11371/ H .fo.C.S. CRUSaD^R (DDE-228) rejoined from CTE 95,12, WHITEHEAD 
patrol. 



09301/ 
10401/ 

11151/ 



11411/ 



Landed two TBK type aircraft ^VR-23) from ITAZUKE, Jap 
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11511/ U.3.S. PCWTHKFIjSLD (DD-6A2) came along side to deliver mail. 

12011/ H.M.C.S. aTHaBaSCaN (DD-219) detached to CTE 95.12 for t'JHIT BREAD 
patrol. 

13151/ Two plane CaP, four plane TaRCaP launched. CAP attacked troops 
and buildings in bUNWI-DO area. Flight destroyed one building, 
damaged one and damaged four small boats. Planes returned to 
act as defensive CaP. CTU 95.12.1 released TaRCAP to attack pre- 
bnefed targets. Six buildings destroyed, one damaged in bOK-TO 
area, ^ght buildings destroyed in neighboring village and fligh 
flew reconnaissance of area before returning. 

Two TBM aircraft launched to return to rfaZUK^ Japan, Passenger: 
were CER PiftCY, UN, Air Operations Officer, CTG 95.1 and two 
RN pilots from H.M.S. GLORY, 

recovered HI51 launch. 

Launched helicopter to K-53. 

Helicopter returned from K-53 with LT i-jOGiUSON. 
Commenced launching CaP and TaRCaP. 

a plane piloted by Captain Charles L. iiULLINS, UbMCR failed to 
gain flying speed when catapulted. Plane struck water in nose 
down attitude and stayed afloat long enough for pilot to swiin 
clear uninjured. Helocopter rescued pilot and returned him 
aboard six minutes after entry into water. Breaking of plane 
launcnmg hook or a broken bridle is believed to have caused the 
accident. 

Completed launching two plane CaP and four plane TaRCaP. CTU 
95.12.1 released ThHChP to attack troop village in CHaNGNYON area 
Thirteen villages destroyed, after completion of mission the 
squadron commander with wing man proceeded to K-6 for administra- 
tive: conference. CTU 95.12.1 directed remainder of flight to 
P'UMWJ area where one gun position was destroyed. 

16051/ Recovered 13151 Launch. 
17071/ Recovered 15151 launch. 

17091/ Task £Lejnent retired southward for the night. 

17141/ Guerrilla liasion officers (Army) came aboard in air Force 

Helicopter for conference concerning support of future Guerrilla 
operations . x 



13251/ 

13451/ 
134*1/ 
14431/ 
15141/ 
15161/ 



15471/ 
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Weather Summary: 

Clear skies in operating and T^RCaP area until noon with low 
scattered clouds gradually increasing to broken with ceiling 
of 2000 feet by 15001, Visibility unrestricted until H.COI, 
gradually reduced by haze to six miles. Winds light and vari- 
able, three to eight knots, during the period. 

Mission SuMiiary: 

Ten Cap, twenty T*RCiiP and eight STitIKE for a total of thirty- 
eight sorties. 



12 



December 
07001/ 



Two plane CaP, four plane T^iRCiiP, and four plane STRIKE launched, 
CTU 95.12.1 released TkRCrP to attack village of K03Y0U-NI. 
Flight destroyed a motorcycle, damaged four buildings and three 
bunkers. Gun positions in CHrUMGNYON attacked with an estimated 
five killed and ten wounded. Intense 50 caliber fire was 
observed. One bunker, four trucks destroyed, and two troops 
killed in ULLYUL area. STRIKE group destroyed fifteen buildings 
in village of TONG-SaN-NI. Three buildings destroyed and two 
damaged in CRtJiGYON area, 

08261/ Lieutenant JONES, RCN, came aboard by highline from H.M.C.S. 

CRUa^UiiR (DDE-22S) to observe flight operations. Two BADOENG 
STRAIT officers returned to ship having completed observation 
of WHITBK^D patrol operation. 

09051/ Two plane OkP and four plune TnrtCnP launched, -r -CAP attacked 
village in UPGri'O-RI area destroying eight buildings and damag- 
ing four. Planes returned to act as defensive CAP. CTU 95,12,1 
released T^RCaP to attack troop village in CH^NGNYON area. 
Eighteen buildings destroyed, six buildings and a bunker damaged. 

09261/ One plane of 07001 launch caught No. 6 wire and engaged a 
barrier damaging aircraft propeller. 

09391/ Completed recovery of 07001 launch. 

1025 1/ Launched ^ir Force helicopter containing Guerrilla liason 
representatives. 

HI51/ four plane T^JtCAP and four plane dTrtIKE launched. Two planes 
diverted to K-6 on 11 December returned to ship to act as 
defensive CnP. CTU 95.12,1 released T,JIChP to attack troop vill- 
age in CHaNGNYON area. Five buildings destroyed and five damaged. 
Two gun positions destroyed on UNG-DO Island, mi fire observed 
on UNG-DO, Three huts destroyed in T^LCH'OM area. STRIKE group 
neutralized a command post and ardio station in CEkNGYON area. 
Troops and trenches attacked with unassessable damage. Flight 
flew reconnaissance of road from CHaNGNYON to SINCK'ON. 




11261/ 
11501/ 

12251/ 
13151/ 



13291/ 
13351/ 
13471/ 
15151/ 



15321/ 
16071/ 

17091/ 
17261/ 
22451/ 

23431/ 



Recovered 09051 launch. 



eiASSIRED 



H.k.U.s. AThrt3ri.tiCii.ii (DD-219) rejoined screen from CTE 95. 12, 
VJalTBtiiiiD patrol. 

U.b.t>. POrfTiiKFlELD (DD-682) detached to CTE 95.12, WKITBREkD 
patrol. 

Two plane CaP and four plane TaRCAP launched, CAP attacked troop 
village in bUi\lwT-D0 area. Four buildings were destroyed. One 
plane returned to ship after being hit by small arms fire. Plane- 
was hit in left oil cooler causing smoke and loss of oil. Remain 
ing plane ueturned as defensive CaP, CTU 95,12.1 released TARCA? 
to attack troop village in UL^YUL area. Flight destroyed twelve 
buildings, damaged one building and an observation post. 

Landed plane damaged by enemy aa fire. 

Launched replacement C^P. 

necovered 11151 launch. 

Two plane CAP, four plane TaRCaP, and four plane STRIKE launched. 
CTU 95.12.1 released TaKCaP to attack command posts in P'UNGSaN 
area. Two command posts and mortar position hit with unassess- 
able damage. One building damaged. STRIKE group attacked troop 
village in T'^STaN area. Four buildings were destroyed. A 
secondary explosion was observed. Two planes diverted to K-6, 
one with hung ordnance. 

Recovered 13151 launch. 

Lieutenant J0i\u£>, RCN, returned to H.M.CS. CRUSaDER (DDE-22A) 
by helicopter. 

Task Element retired southward for the night, 
Recovered 15151 launch. 

H.i>i.e.ij a CiiUtiADiit iDDE-228) detached to investigate surface radar 
contacts, location 36 23N, 123 26E. 

Surface contact identified by H.k.C.b. CRUSaDER (PDE-228) as two 
Japanese fishing boats with side numbers F-02547 and F-02548. 
Boats were anchored 600 feet apart with white masthead light 
burning and are equipped with hF/DF. Place of registration is 
HaKaTa, Japan, Boats instructed to proceed south to authorized 
fishing area* 



Weather Summary: 

During the morning, low broken clouds with ceiling of 2500 feat 
in operating area varying to scattered clouds at 3000 feet over 
target area. Afternoon, low broken clouds over target at 2500 
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13 December 
01041/ 



07001/ 



06231/ 
09001/ 



09181/ 
0953V 
11101/ 



to 3000 feet- with snow showers in operating area. Visibility eig, 
to ten miles. Winds West to northwest six to ten knots. Mid 
cold frontal passage at 15001. 

Mssion suinmary: 

Ten CaP, twenty T^RChP, and twelve STRIKE for a total of forty- 
two sorties. 

CTE 95.11 advised CTE 95 .12 and GTG 95.1 of presence of two large 
Japanese fishing boats at 36 23'N 123° 26'E. Boats are green 
with white superstructure, equipped with KF/DF, have side numbers 
F-0,ci547j F-02548 and are registered in njJvrtT*, Japan. Crew of 
vessels instructed in Japanese to proceed South below 36° OO'N. 

Two plane CaF, f our plane TauCaP, and four plane STRIKE launched. 
GTU 95.12.1 released TaRCaP to attack troop village in CKaNGNYGN 
area. Flight destroyed twelve buildings, then strafed an observa 
tion post and snail boat with unassessable damage. Two planes 
diverted to K-6, one with hung ordnance. STRIKE group attacked 
a troop village in KYJtfiPI'O area, ^ght buildings were destroyer 

Two a«.JGEftG sTRaIT officers transferred to H.h.C.a. CRUSaD£R 
(l)dE-22B) for observation of terra^D patrol operations. 

Two plane On? and four plana TaRCaP launched. ChP attacked 
blockhouse in DUi\iWI-iX) area. One blockhouse destroyed with fift;. 
North Korean troops killed. Planes returned to act as defensive 
C rt P, CTU 9i>.12 6 l released TaRCaP to attack troop village in 
CR^GNYON area. l\iine buildings were destroyed and eight damaged. 
Bombs dropped on troop trenches with unassessable ddiiage. 

Recovered 07001 launch plus two ciircrait diverted to K-6 on 
previous day. 

U.o.lj, FORT-iiu^IiAD (DL!-b82j rejoined screen from CTii 95.12 
WnITdtLiii.D patrol. 

Two plane GnP, four plane TaRCaP, and three plane STRIKE launchec 
Two aircraft previcusly diverted to K-6 returned as TaRCaP for 
a total of six TaRCaP. CaP attacked trenches and bunkers in 
i>Ui\iWI-iJO area with unassessable damage before returning to act a; 
defensive C^P. CTU 95.12.1 released TaRCaP to attack artillery 
and observation posts in TaLCh'OlM-NI area. One observation post 
was destroyed. Three buildings destroyed, five buildings and a 
road bridge damaged. Two planes, one with hung ordnance diverte 
to K-6. STRIKE group attacked a truck in xJmaK area. Truck 
damaged with an estimated three troops killed. AA fire in the 
area, position not observed* scored hits on a plane piloted by 
Major Vernon jSaLL, U5hC. The engine froze from lack of oil 
and hajor BaLl parachuted free about four minutes after being 
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hit. Plane hit in mud bank with only the tail section remaining 
visible. An Air Force helicopter from the island of CH'O-DO 
rescued Major BaLL about forty minutes after the plane was shot 
down, major BhLl suffered a superficial bullet wound in the 
left side. Light aA fire was observed in the area. 

11261/ recovered 09001 launch. 

11561/ n.h.U.a. CnU&iDiit (DD£-22B) detached to CTS 95.12 WHITKitfAD 
patrol . 

12251/ Major Vernon 4. BALL, U£»C, shot down in enemy territory. 

12511/ Helicopter from Ci.'0-iO Island reported foajor BALL aboard with 
14-inor wound, 

13001/ Two plane CaF and four plane TauCaP launched ahead of schedule, 
the latter flight to assist in covering rescue operation if 
required. CaP attacked village of KawAjSAh-NI destroying five 
buildings and damping four before returning to act as defensive 
CAP. CTU 95.12.1 released TaitCaF to attack troop village in 
CriANGuYON area. Two buUdings were damaged and troop areas hit 
with unassessable damage. Light AA fire was observed. 

13511/ recovered 11C0I launch plus two aircraft previously diverted 
to K-6 . 

15151/ Two plane Cap and four plane TaKCaP launched. CTU 95.12.1 

directed TauCAP to attack troop area in CriANGYON area! Planes 
destroyed seventeen buildings and strafed troops. 

15281/ Recovered 13001 launch. 

16341/ i'iajor BALL was returned aboard by a helicopter from K-53. 
16371/ Launched helicopter to return to K-53. 
17031/ iLecovered 15151 launch. 

16001/ Task j&ement retired southward ior the night. 
Yi/eather bumuiary: 

Broken low clouds with tase at 2?00 feet in operating area vary- 
ing to scattered aid clear in target area during trie morning, 
afternoon ceiling gradually lowered, from 3000 to 1500 feet 
Visibility unliiiited with southerly winds of five to ten knots. 

Mission ^umuiary: 

Ten UaF, twenty TaHCaP, and nine 6TaIK£, for a totJ. of thirty- 
nine sorties. 




14 December 

07001/ Two plane CAP, four plane TArtCAP and four plane STRIKE launched. 
CTU 95.12.1 released TaRCAP to attack command post in P'Ui'JGsAN 
area, flight neutralized comnand post and destroyed one build- 
ing. bTitIKE group bombed caves in ONGJIN area, with unassessable 
damage. One building destroyed, three damaged and one rail car 
destroyed. Light AA fire was observed. 

Two plane CAP and four plane TAliCAP launched. CAP jettisoned 
ordnance to investigate unidentified aircraft and acted as 
defensive CaP. CTU 95.12.1 released TaHCaP to attack troop 
village in ChANGNYON area. Three villages attacked with fifteen 
buildings destroyed. 

09261/ rfecovered 07O0I launch. 



09001/ 



11101/ 



11201/ 
11251/ 

11301/ 
U53I/ 

12001/ 
13131/ 



Two plane CaF, four plane TuiiCAP. and three plane STRIKE launched 
CAP attacked a troop village in CRcJ*ujG--NI area with unassessablt 
damage before rstur-iing to act as defensive CaP. CTU 95.12.1 
released TiiiiCAP to attack a troop village in CHawGNYON area. 
Village was left burning and one nearby building was damaged. 
Flight burned with napalm the plane that was shot down in ANAK 
area on previous day. bTRIKE group attacked coastal gun positior. 
in OH 1&mG3aM area. Flight at Lacked three coastal gun positions 
protecting HaNCH-ON with an e stilted toi troops killed. A 
secondary explosion, foliating the attack, could be felt at 
2500 feet by the pilots. An electrical sub-station North of 
ChlltaAkPO area was nib and elsctrical flashes observed as build- 
ing caueht fire. Light AA fire was observed over HANCH-ON. 

Hai.C.b. GHU^aDuR (DDiL^228) rejoined the screen from CTE 95.12, 
VjhliattiiAD patrol. 

One aircraft with structural defects considered unsafe for carri 
landings sent to ii-6» 

xtecovered 09001 launch. 

Landed kaG-12 helicopter from K-6 which is to replace HU-1 
helicopter as plane ^i\,,-xd. through 16 Decanter. HU-1 helicopter 
inoperative, avail". in£ spare parts. 



patrol. 



..i'^ij 



\B0-€SZ) detached bo CTii 95-12 for WHITEHEAD 



Two plane CAP and four plane TAR CAP launched. CAP attacked troop 
village of POortI\iD^E-itI. Before returning to act as defensive 
CaP flight destroyed five buildings and damaged six resulting 
in one secondary explosion. CTU 95.12.1 released TARCAP to attac 
supply dump in ChMGYON area, A large consent rat ion of supplies 
was attacked with an estimated fifty percent destroyed. 
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13311/ Recovered 11101 launch. 



DECLASSIFIED 



15151/ Two plane CAP, four plane TARCAP, and four plane STRIKE la u nched. 

STRIKE group attacked rice storage in ttAEJU area. One building wl. 
destroyed and storage area left burning . Flight cut two railroadi 
and destroyed four railcars loaded with supplies. CTU 95,12.1 
released TARCAP to attack rice on docks in Ch'INNaMPO area, Fligl 
destroyed 1000 bags of rice, four buildings and killed ten troops. 
a rail cut was made in SUMGh'Wk area, 

15321/ Recovered 13151 launch. 

17091/ recovered 15151 launch, 

17351/ Task Element retired southward for the night, 
heather Summary 

Broken to overcast with ceiling of 3500 feet in the morning lower- 
ing to 2500 feet in late afternoon. Ceiling in target area 4000 
feet lowering to 3000 feet in afternoon. Surface winds from 
South at nine to fourteen knots, shifting t north-west with cold 
front passage at 15201. Flying conditions average, lowering too 
iuarginal in late afternoon. 

Mission Summary; 

Ten CAP, twenty-one TAR CAP, and eleven STRIKE for a total of 
forty-two sorties. 

15 December 

09101/ H.i'i.C.S. ATHABASCAN (DDE-219) detached to CTE 95.12 for WHITBREAD 
patrol. 

11301/ Two plane CAP, four plane TaRCAP, and three plane STRIKE launched 
CTU 95.12.1 released TaRCAF to attack gun positions and bunkers 
near UixYUL. Flight was unable to attack pre -brie fed target due 
to enemy aircraft m the area. Flight made two rail cuts near 
ChAl\iGYOfo. STRIKE group attacked revet ed buildings near ONGJIN. 
Destroying one ju Tiding. 

13151/ Two plane CAP ar.ri pxerie T AH CAP launched. CTU 95.12.1 releas- 

ed TaRUaP to iK -yy-fy^.x buil lu gs near OftGJIM, Five buildings 

were destroyed sri " nvea da.nagaa, One aircraft returned to ship 
with rough engine., destroying one building and damaging another 
on way to ship. OTU 95.12,1 requested remaining planes to attack 
7oMi gun position near f 1 UNGSAU . Damage was unassessable. 

13351/ Recovered 09101 launch. 

14331/ Recovered plane with rough running engine from 13151 launch. 
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14501/ U.S. b. PORTERFIELD (DD-682) rejoined the screen from CTE 95.12, 
WHITEHEAD patrol. 

15251/ Two plane GAP, four plane TAR CAP, and four plane STRIKE launch ec 
CTU 95.12,1 released TARCAP to attack ammunition dump near 
P'UtjGSaN. Damage unassessable. CTU 95.12.1 requested flight to 
attack two troop villages near CHhNGNXQN. Four buildings were 
destroyed. STRIKE group attacked power sub station North of 
CH'ImMAhPO. Power station destroyed as secondary explosions 
occurred. 




15401/ Recovered 13351 launch. 
17161/ Recovered 15251 launch. 

17241/ Task Element retired Southward for the night. 



Weather Summary: 

federate secondary cold front passed at 03451 causing a thirteen 
degree temperature drop and northwesterly winds increasing to 
tiiirty-two knots with moderate to rough seas. Flight operations 
delayed until 11201 due to heavy seas and a pitching deck. Targe 
area was clear during the morning with high cirrus and scattered 
low clouds at 2000 feet in the operating area. 

mission Summary: 

Six CaP, eight STRIKE, and eleven TAR CAP for a total of twenty- 
five sorties. 

16 December 

07001/ Two plane CAP, four plane TARCAP, and four plane STRIKE launched 
CTU 95.12.1 released TARCAP to attack supplies in village near 
Gti'BiWAl'iPO. Flight left supplies burning, destroyed one build- 
ing and damaged two sixty foot boats. STRIKE group attacked 
ammunition dump near nriAlMGJU with unassessable damage and then 
damaged five buildings near HkEJU. 

09101/ Three plane CAP and three plane TARCAP launched. CAP attacked 
a gun position and revet ed buildings with one building and gun 
position damaged and returned to act as defensive CAP. CTU 
95.12.1 released TARCAP to attack supplies near ULLYUL. Four- 
teen buildings destroyed, six damaged and secondary explosions 
observed. Three siiiall boats were damaged near CHaNGNYON. 

09221/ Recovered 07001 launch. 

10051/ LT JOM'jia, RCM and GUNi^R DRUKIN, RCN , came aboard by highline 
from ti.k.u.b. CRUSAikit (DDE-228) to observe carrier operations. 
Two BADOiiJJG STRAIT officers returned aboard having completed 
observation of WKXTBREaD patrol. 
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11151/ Two plane GAP, four plane TARCAP 3 and four plane STRIKE launched. 
CAP attacked troop buildings near UPCR'O-RI destroying four and 
then returning to act as defensive CAP. CTU 95,12.1 released 
TARCAP to attack reveted buildings near ONGJIN. Two buildings 
were destroyed and one damaged. CTU 95.12,1 then requested plan 
to attack gun position that had been firing on CH'O-DO island. 
Position was attacked with unassessable damage. Eight buildings 
were destroyed and two damaged near UL^YUL although snow flurries 
hampered attacks in this area. The flight then flew reconnaiss- 
ance of TaElGWG River. STRIKE group attacked railroad near 
3Ii\iCH0N and made two rail cuts. 

11231/ Recovered 09151 launch. 

12581/ Detached U.b.S. PORTEftFIELD to CTE 95.12 for WHITBREAD patrol, 

with instructions to report to H.h.b. GLORY (CTL-19) on completio: 

13151/ Two plane CAP and four plane TARCAP launched. CTU 95.12.1 releas 
ed TaRCaP to attack troop positions near UPCH'O-RI. Troop area 
attacked with unassessable damage. A rail tunnel was closed and 
one rail cut was made. Light AA fire was observed, 

13341/ Recovered 11151 launch. 

14451/ LT JOtfiiS, RON, and GUWuER DURKIN, RCN, returned to H.h.C.S. 
CRUb^D£K (DDE-228) by helicopter. 

15151/ Two plane CAP and seven plane STRIKE launched. A TARCAP was not 
provided because of weather in that locality, STRIKE group 
attacked railroad overpasses near ChAhGYON. One overpass was 
destroyed and one damaged. 

15261/ Recovered 13151 launch. 

15451/ Launched MAG-12 helicopter to return to K-6. 
16491/ Recovered 15151 launch, 
16541/ det course southward for basebo. 
21001/ Relieved as CTE 95.11 by h.h.ti. GLORY (CVL-19). 
Weather Summary: 

high broken clouds with strato cumulus layer at 30OC feet in- 
creasing to scattered low clouds at 1500 feet with snow showers 
at noon. TARGrP ar^a ceilings 3500 to 2000 feet with snow shower 
along the coast moving inland during afternoon. Flying conditions 
became marginal due t o low ceilings and visibility. Winds north 
westerly at ten to eighteen knots. 



Mission Summary: 

Ten CAP, fourteen TaRCrP, and fifteen STRIKE for a total of thirt 
nine sorties. 
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17 December 

11401/ Conduct ed 4GMM AA firing at a towed sleeve. 

12061/ Completed AA firing. A total of 1063 rounds of 40MM ammunition 
was expended, 

16201/ Moored to buoy eighteen in Sasebo Harbor, 



W PMI 111 DECLASSIFIED 



itilWiKS ON PKKFO^iANCE OF OtDiMuCi;, i.aTuiIaL, AND EQUIPMENT INCLUDING 

AWhlfalTION i^P^DITUiiE 

A. Ship's Ordnance expended: 

7 December - 1290 rounds 40MM ammunition 
17 December - 1063 rounds 40iak ammunition 

3, Performance of ship's Ordnance 

a. AA firing exercise was conducted 7 December with no material casualtie 
The following casualties were sustained during AA firing exercise 17 December 

i-iount #4 - Left Barrel - Broken extractor; replaced. 

haunt #13 - Left Barrel - Taper pin sheared in rammer cocking lever 

(rt.h,) and shaft; replaced pin. 
k»unt #11 - Left Barrel - Broken sear; replaced. 

b. The hK-34 radar of the M-63 director 3ystem sustained the following 
casualties ; 

12 December - (Eadar II) Jump in range step caused by faulty capacitor 

C-346 in riadar Indicator Control i-JC-II; replaced capacitor. 

14 December - (Radar II) Sluggish range rata transmission caused by fault 
resistor R-106 in kK-37 amplifier (range rate servo ampli- 
fier); replaced resistor. 

14 December - (Hadar II) No transmitted pulse caused by shorted tube 

V 1-836 in power supply hK-7 which blew fuze 1011 in 
Radar Control Unit (power) while in operating position. 

14 December - (Hadar 2) No T&Z dot in gun director sight. The tube 

V 3(3B24) in radar power supply Mt-7 was loose in socket 
causing loss of 472 volts goiiig to plates of gun sight CRO 
tube. 

c. The power drive on Mount ffll sustained the following casualty: 

11 December ~ Oscillation in elevation (auto) caused by broken lead on 
terminal board of elevation power drive amplifier; the 
lead was repaired. 

d. AA firing exercises were conducted enroute from and to Sasebo, The 
exercise conducted 7 December appeared to be successful since a sleeve wa3 
downed by both the starooard and after batteries. The proficiency of gun 
crews has improved considerably because of the extensive training program 
at sea coupled with the periodic firings. 
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C. Aircraft Ordnance impended 



1000^ GP Bombs - 27 
500 7r tiP Bomb3 - 144 
500^ bAp Bombs - 4 
2b0# FrinG Bombs - 169 
250# GP Bombs - 162 
lOOn-- GP Bombs - 390 
lMapalm Boiiibs - 153 
5" HVaH dockets - 648 
Rounds 20ki«i Ammo - 36,700 
bounds 50 cal Amino - 93-250 
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part iv 

SUhfaaRY OF OriN AflD EN-EKY Ba'iTIjJl jPAi'iAGE 

A. The ship sustained no battle damage, 

B. Damage inflicted on the enemy by ships aircraft: 



TAKGiffb 


DESTROYS 


DAi'iAGiiD 


Boats 


3 


11 


Building s 


357 


104 


dlock Houses 


1 





Bunkers 


1 


2 


Oaves 


o 


r. 


Command Po st s 


2 


o 




2 




Gun Po siticn s 


13 


2 


Mortar Positions 


1 





Jtotorcycles 


1 





Ox Carts 





2 


Kadio Stations 


a 


1 


Railroad Bridges 


i 


4 


Railroad Cars 


9 





itail Cuts 





22 


Railroad Overpasses 


1 


2 


Railroad sheds 





1 


Railroad Tunnels 





3 


Rice (in bags) 


2,400 





Road Bridges 





l 


stacked Supplies 


Large amount destroyed. 


Troops 


127 


28 


Trucks 


4 


1 


Warehouses 


4 


2 



C. Daukige inflicted on ships aircraft 

1. One aircraft was lost in -in aborted catapult shot probably due to 
a broken bridle or plane launching hook, 

2. One aircraft was lost tn ,-:ne:^' aa fire in enemy territory. The pilot 
parachuted clear and plane w.s clAaolishsd, 

3. One plane suffered cj •>..•-' ! 'B" damage in an emergency j wh^e] s up, 
landing at due to engine Malfunction. 

4. One aircraft required a propeller change as a result of catching a 
late wire and engaging a barrier. 

5. Four aircraft suffer yd damage consisting of holes in fuselage, wings, 
and oil cooler from ene.fy small cciiber AA fire. 

6. Two aircraft received minor damage to tail cones in taxi accidents. 
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PaHT V 



P-atiSONNKL P-mtFCuhAftCL 1 aJMD laSUALTILS 

a. Performance 

1. Personnel 

Enthusiastic performance by ALL HANDS resulted in a maximum effort 
during tris patrol. Personnel on board during the period including Marines 
was 109 officers and 996 enlisted for a total of 1105. There were no transft 
or new personnel reporting aboard during this period. 

2. i^ducation 

^n increase in IjSAFI and correspondence course enrollments indicates 
continued interest in educational advancement. Ships company personnel are 
currently enrolled in thirty-four USaFI courses, one- hundred- twenty-seven 
enlisted correspondence courses, nineteen officer correspondence courses and 
a total of two-hundred-tiiirty-four course books are checked out for study. 
Four officers from this ship went aboard Canadian destroyers to observe 
operating proceedings. Three Canadian and three English officers came aboard 
to observe flight operations and discuss operating proceedings. Two VM-312 
pilots were transferred t o H.^.^. GLORY (CVL-19) at the end of the period 
to observe flight operations . 

3. Divine Services 

Services conducted aboard during this period included, three protest- 
ant services, one catholic mass, daily rosary services and two bible classes 
The BaDOENG STRaIT Chaplain and the CHaPLrIIJ from the H.h.C.S. ATHABASCAN 
exchanged visits to conduct services. 

k* Welfare and iiecreation 

h maximum air operations effort with its attendant maintenance re- 
quirements limited Jaovie showing to four during the patrol. A capacity 
crowd was present for each snowing, a sumniary of news including, missions an 
results, world news and sporting events is given daily at noon by the 
chaplain over the ships announcing svsteiu. A sumti^ary of the Task iilensnts 
operations and a review of existing situation in Korea is presented to the 
crew by the Intelligence Officers at the conclusion of each patrol. 

B, Casualties 

1. Major Vernon L. BALL.. ■ ^ h' : ; -ec jived superficial wounds in the left 
side b^ a flak burst. Major 2.^.:, r,;i. r cnu^d i-o s-rdnty in enemy territory 
andwas rescued by helicopter ^d returned to \h ? ship. 




# 
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a, air Department 
1, Comment 

F4U-4B, BuNo 63067, Vfia-312, lost one napalm bomb from the port pylon 
during launch from the H-4C catapult. The eye of the outboard end of the 
bridle struck and bent the forward bridle deflector and is believed to have 
tripped the bomb rack manual release allowing the napalm tank to fall free 
of the ship. The rear bridle deflector was also bent. The bridle sustained 
no damage and the tank burst and fell free of the ship. 



Hecomniendat ion 

The above malfunction is considered to have resulted from the violent whippir 
of the bridle during shuttle over-run. iivery effort is being made to reduce 
oridle whip by eliminating "hard shots" from catapults and bj employing the 
stnadard bridle catcher in lieu of the nylon bridle retainer. 

2 . Comment 

an F4U-4 was spotted on the H-4C catapult, hooked up and tensioned 
properly, btandard launching signals were exchanged between the pilot, cata- 
pult officer and the deck edge con rol operator. When the catapult was fired 
the pilot felt first the jolt from the shuttle moving forward and then the 
snap of the tension ring. The catapult had a runaway shot and the plane roll 
ed down the deck and over the tow of the ship under its own power. No 
material damage was done to tha catapult other than a weakened runaway shot 
preventer diaphram. The pilot swam clear prior to the planes sinking and 
was rescued by the helicopter. The accident was probably caused by either 
a broken bridle or breaking of aircraft launching hooks. The H-2 catapult 
was used for the remainder of the launch. The number of planes launched 
was reduced from tan to six: to Dravent an excessive expenditure of bridles 
as the H-2 oridle catcher was irovj j -r_,t.ive. The bri ile catcher was repaired 
and in operation for the first '. : : ni .ich the following morning. 

3 . Comment 

Cross deck pendant ifo , i^ss changed due to an excessive number of 
wires broken after 144 en^a^ .t;-i, 

4. Comment 

a barrier crash was r j \. t £- -'.auied wnei. pj:, . ^ U— /j. racked up ac . ift, cross- 
deck pendant and engaged bar: lers No. 2 and 3 *Lth its propeller, One barriv 
pendant was changed and the barriers rigged with a ready deck nine minutes 
after the crash. The propeller was changed and the aircrai't made ready for 
flight within three hours. 
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5» CoiHIEdTt 

Two aircraft (F4^-4B BuiJos. 97410 and 97501) returned to the ship 
because of bad oil leaks, -emergency landing procedures were set up and the 
aircraft landed aboard immediately. 

6 . CoMiient 

Failure of aircraft ordnance t*o release properly continues to be a 
major problem. Listed below is a summary of ordnance that failed to release 
along with appropriate comment 



26 
17 



52 Total HVaRS 
26 0# FiUG 

Z 



250^ GP 
1 



hack 

M-55 (no deflector) 
hK-55 and Aero 14a 

M-55 



hK-55 iind aero 14a 



aero X4h 



M-55 



REASON 



.Either became unplugged, 
or Pigtail parted 

Faulty igniter plug (Spring 
fatigued in A^ro 17-17 
receptacle) 

Electrical failure (Deter- 
iorated and faulty electri- 
cal wiring circuits on one 
aircraft) 

Undetermined, after thoroug 
examination by competent 
personnel. 



Undetermined, after thoroug. 
examination by competent 
personnel 

Electrical short in Rack 
(ground wire) 



Undetermined, after thurougl 
examination by competent 
personnel. 



2 



Electrical short (wiring in 
wing) 
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ITEM 



100# GP 



RaCK 

MK-55 
W£-55 

hK-55 



REASON 



Electrical Failure (wirin; 

Electrical Failure (solenc 
burned out) 

Electrical Failure (Solent: 
fell apart in Racks) 



1U Bombs total (all types) 
1 Port Pylon 



Electrical Failure and 
Manual release wire broken 

Electrical Failure (Pilot 
failed to push manual rel- 
ease far enough to tr±p 
shackle) , 



2 Total 



7 . Consnent 312 

The following steps are being taken by VM/in an effort to reduce or 
eliminate hung ordnance; 

a. The condition of E17-17 igniter plug receptacles on all aircraft 
are being cnecked and replaced as required, 

b. Ti.e circuit wiring on all aircraft showing release circuit wire 

deterioration is being replaced during in-port periods. 
Re coiiTmendat ion 

It is recommended that supporting repair units replace or overhaul defective 
or deteriorating Aero U+h, MK-55, aid l-JC-9 racks on aircraft prior to assign 
inent of replacement aircraft to combat squadrons. (Certain replacement air- 
craft received by ViViri-312 have been in this category). Further it is consid 
erod desirable that a study be made by overhaul activities to determine the 
expected service life of these bo. 4 b racks so that provision can be made for 
their orderly replacement, k letter in this regard is being sent to 
Commander Fleet ^ir, Japan. 

That Support and/or operating units develop an ejected cartridge case deflec- 
tor for the i v iK-55 rack that will miniraunize damage to rocket pig-tails by 
ejected brass from the guns. (Vm-312 is working on this problem.) 
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8. Comment 

Listed below is a summary of catapult and arresting gear performance 

during this patrol: 
LAUlMCHiii) 

H-2-1 Catapult 

Total number of launches - 115 
Average Weight Pounds - li+,800 
average Wind Knots - 29 
average Pressure psi - 2,850 
Wo. 3ridles expended - 9 

H-i+C Catapult 

Total number of launches - 229 
average Weight Pounds - 15 ,000 
average Wind Knots - 28 
RVtrage Pressure psi - 2jii00 
No. Bridles expended - 9 

LawDBiGS 

Total number of landings - 34-1 

average Wind Knots - 28 

CPV psi - 500 

average runout feet - Hl+ 

Wires Caught - #1 - 66, #2 - 114, #3 - 9U, #U - 56, #5 - 8 

#6 - 3, m - 0, #8 - 0, #9.- 0. 
Barrier Crashes - 1 
Barriers jiigaged - 2 & 3 

B. Operations Department 

1, Combat Information Center; Enlisted personnel in CIC are arranged ir 
three rotating watch sections with one watch officer, one air Controller and 
one air Operations Officer on watch during all air operations. 

Air control of defensive C*P, departing TAIICaP and STRIKES are the prima: 
functions of CIC during present operations . Defensive CaP is used to 
intercept all returning STttlKSS in addition to unidentified aircraft, thus 
providing maximum training of air Controllers. 

Defensive nir Control work is seriously hampered by proximity of land 
and limitations of equipment in this type of operation. During air operatior 
the carrier remains within twenty-five to forty miles of enemy territory. 
The average range of detection of single aircraft over water with SK Air 
Search Hadar has be^ thirty to forty miles and almost negative results ob- 
tained with aircraft over land. CaP stationed between the ship and expect- 
ed attack origin have a bare twenty miles in which to intercept an aircraft 
before it enters the ships ha range. The ship is ^quipped with UPX-1 type 
IFF, Which as installed is non-directional. This produces an identification 
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DECUKSIFIFD 

ring on the scope at the proper range, but no bearing. This system father 
reduces the IFF detection rang* to about thirty miles niaximum. an ^^>. , 
type radar with directional type IFF is necessary for ships conducting tms 

tvne of operation* . . 

It should be noted, however, that defense of th« ship against enemy air- 
craft is considerably enhanced by two shore baseu radars of the Air Defense 
Commani located at a distance and between the ship and enemy air bases. 
There are also several radar equipped friendly ships interposed between the 
carrier element and ^nerny bases. 

2. Communications 

Traffic 

Communications traffic continued in gre^t volume. Prompt deliv- 
ery of dispatches was not possible in all cases because of serious garbles 
resulting from poor radio reception, a h.avy influx of coded traffic from 
guerrilla forces was another factor wuich caused delays in traffic delivery. 

b. Personnel 

The loss of two rated radiomen during last in-port period with n 
replacement necessitated the assignment of watches on a port and starboard 
basis. It is believed that watches twelve hours a day over an extended 
period of ti.e will impair the efficiency of communications . 

c. Equipment 

One medium frequency transinitter failed diring the operation 
and was out of amission for a period of six hours. This imposed the 
handicap of not being able to guard the ship-shore frequency on a continuous 
basis. 

3. Photographic Laboratory 

The photo laboratory is operated by three rated men and one striker 
with the senior rate being & Photographs Second Class. Two photo missions 
were flown during the patrol, for target analysis in addition to PIO and 
routine snips work. 

4, Horology 

it*TT circuits provide the main source of serological data in this 
area and proved to be unreliable during many hours of the day, Facimile 
equipment is desirable for carriers operating in this area. Weather re- 
ports from sector eight (Russian) are of great value as this is the area of 
Cyclo-tiensis for weather moving into the Korean operating area. 



C. hedical Department 

1. hajor Vernon E. BaLL, UbMC, sustained wounds, consisting of a punc- 
tured left thorax, by AA fire from the enemy while engaged in aerial combat, 

2. hedical Statistical summary of Air Group and chips Company 



a. admitted to sick list 23 

b. Total sick days out of 10 possible working days 64 

c. Officer aduiitced to sick list 2 

d. Total patients visits to sick call 428 

e. Total medical treatments 204 

f . Patients received fromi other snipe 

g. Patients transferred to hospital 

h. Number of minor injuries treated 7 
i Number of major injuries treated 



j. Number of shipboard injuries resulting in death 
k. x'iinor surgical procedures 
1, i-iajor surgical procedures 
la, Veneral Disease cases and non-specific Urethritis Total - 26 

1. Gonorrhea - 5 

2. Chancroid - 4 

3. Non-specific Urethritis following exposure - 17 
n. No. penicillin tablets issued last port period - 132 

3, i-iedical statistical ijunuary of Air Group Pilots and Crewman 

a. Pilots temporarily grounded for nodical reasons. 5 

b. Pilots permanently grounded pending medical evaluation. 

c. average number days pilots grounded 3.3 

d. Crew grounded for medical reasons 

e. No. of pilots KIk 

f . Wo. of pilot s WIa 1 



H • L • Rh.Y 

Copy to: 

CNO (2) Advance 
CINCPkCFLT (2) advance 
CINCPaCFLT EVALUATION GHOUP 
CCfolUVFE (1) Advance 
COMNkVFE iiVnLUATION GHOUP 
COfoSiiiViWTHFLT il) advance 
CTF 77 (l) advance 
OGu-IHPaC (5) 
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Copy to: (Continued) 

GOkbiii;VPAC 

NnVii Vj^Jti COLLIE 

COiiOiUiljIV-15 

COkC^HDIV-17 

CO, F^IRBETUP^C (2) 

CG, rtIrif!kFP«.C (l) advance 

CG, FhiFP/tC (1) advance 

CG, 1st fLJtrtlHWING 

CO, j>uvG-12 

CO, VMa-3U2 

CO, USS BhT««M (CVL-29) 
CO, USb llE^iXJVn (CVE-114) 

uo, uss a^itiOko CcvE-115) 

00, USS SICILY (OVE-llg) 
CO, USS POIiuT CWUZ (CyE-119) 



.UTH^TICTED 




S. 0. COLE 
UHR, USN 

Operations Officer 
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c/o r'leet Post Ofiice 
San Francisco. California 



DECLASSIFIED 



bUwriia^ 0751 



Date 15 December 1952 
FLIGHT bUri^jjULn, fCh 16 LU^HsJi 1952 

'-v Sl'Kb^I 1726 



EV^'T 


NO. a/C 


MISSION 


LAUNCH 


LAMD 






A-l 


2 


CaP 


0711 


0915 


A 


1 a/c SAR 


A-2 






mi i 

U f-l— L 




Aft} 




rt-3 


4 


STRIKE 


0711 


0915 


A,E 




B-4 


2 


UaP 


0905 


1120 


A, B 


1 A/C SAR 


ri-5 


A 


i'AltCAP 


0905 


1120 


A.C 




C-6 


2 


Cap 


1110 


1325 


A,B 


1 A/C SAR 


C-7 


A 


TaRCaP 


1110 


1325 


A,D 


C-8 


4 


STRIKE 


1110 


1325 


A,F 




C-9 


2 


Cap 


1315 


1525 


A,B 


1 A/C SAR 


0-10 


A 


TaRCaP 


1315 


1525 


A,G 


E-ll 


4 


TaRCaP 


1515 


1700 


A/C 


1 A/C SAR 


x>-12 


A 


STRIKE 


1515 


1700 


A,G 


E-13 


2 FAU 


Flyaway 


1515 




A 


To K-6 




1 lielo 


Flyaway 


1515 




ft one 


To K-6 








HELIOOFfitt 










G-UauD jyiiilL C730 






All Bhips 






GUauD ML 1135 






Designated ships 














(WHITEHEAD) 






SLTAWAY 


1515 






To K-6 



A - All a/C full gun loads. 
B - All a/C Napalm and 6-hVaR. 
C - 2 a/C Napalm and 6-HVaR. 

2 a/C 5Q0tf inst./ND and 4-250^ DC/ND 
D ~ 2 a/C Napalm and 6-hVAR. 

2 a/C 500flF 0.1/ND and 4-25Q£ O.l/ND. 
ii - All a/C lOOOfr .01/ND and 2-250# O.l/ND. 
F - All a/C 500jf SAP/ 5 sec and A-250#/5 sec. 
G - all A/C 1000ir/5 sec and 2-250^/5 sec. 



B. a. COLKITT JR. 
LCDR, USN 

Air Operations Officer 



ENCLOSURE (l) 



AVAILABILITY WOO DAILY 
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U.i.S. BADOiNG STRAIT (CVE-116) 
c/o Fleet Post Office 
San Francisco, California 



CVi£ll6/HWP/jd 
A16-13/30 
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2 7. JAN 1953 



DOWNGRADED fij 3 YEAR INTERVALS 
^CLASSIFIED AFTER 12 YEARS 
POD D1R 5200.10 

From: Commanding Officer, U.^.b. BADOJmG ^TRaIT (C^ll6) and 

Commander Task Unit 95.1,1 
To: Cnief of Naval Operations 

Via: (i) Commander Task Group Nli^TY-FIV* POINT ONE 

(2) Commander Task Force NIN-nTX-FIVE 

(3) Commander oJV_«Tri Fleet 

(4) commander Naval forces, Far East 

(5) Commander in Chief, U.t». Pacific Fleet 

Subj: action neport 26 December 1952 through 5 January 1953; submission of 

Kef: (a) Art 0705 Navy regulations 

(b) OpNav Inst jA-BO.A 

(c) CinCPacFlt Inst 3480,1* 

(d) CTG 95.1 OpOrder 2-52 

and: (l) Sample a±t Schedulers- ' 

{2) aircraft Usage and Availability; Chart of p, *}S 

1. In accordance with references (a), (b), (c), and (d) the action report 
of the Task Unit £5.1.1 for the period 26 December tnrough 5 January 1953 
is submitted herewith. The Commanding Officer, U.S.S. BADOENG STRAIT was 
Commander Task Unit 95*1.1 from 2100 on 26 December until 2100 on k January 
of this period, 

2. This report is divided into six parts, as follows: 
Part I General Narrative. 

Part II Chronological Order of events. 

Part III remarks on performance of ordnance, material, and equipment, 
including ammunition expenditure. 

Part IV Nummary of own and enemy battle damage. 

Part V Personnel Performance and Casualties. 

Part VI Special Comments on idctrine and Operational Procedures. 

3. Greater detail with respect to aircraft performance may be obtained by 
referring to i/M-312 Type "B" Report Command Diary for December 1952 and 
January 1953. 



PART I 

Gi^jiitAL NAriflATIVE 
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a. During the period of 26 December 1952 to 4 January 1953, the USS BAEOENG 
STiUIT (CVE-116) with VM-312 embarked, operated as a unit of TE 95. U (later 
redesignated as TU 95.1.1), Carrier- Element, West Coast Blockade and Patrol 
Group, under the operational control of Commander Task Group 95.1. The 
Officer in Tactical Command of TE 95.11 was Captain H. L, KAY, 62691/1310, 
UbW. For the duration of this patrol this officer was also the Officer in 
Tactical Command, West Coast in accordance with paragraph 9, CTG 95.1 OpOrder 
2-52. Ships assigned CTE 95.11 as screen included the Ibb LEUIS HANCOCK (DD- 
675), UtiZ POK'fEttFi^LD (dd-682), Hi.CS ATHABASCAN (DDE-219), HhS COCKADE (D-34) 
and the hiviOS CaUS^D^ (DdE-228) Ships assigned the screen varied from two ti 
three ships as units were transferred temporarily to CTE 95.12 (later CTU 
95.1..2) for night patrols along the enemy held coast line. 

B. VkA-312 commanded by Lieutenant Colonel rlobert E. UkEftON, 07027, USMC, 
continued aboard jfor operations during this period. Planes aboard consisted 
of F4U-4 and F4U-4B type. The average number of aircraft aboard for the 
period was 21. ^verahle availability per day was 16. Total number of sortie: 
flown during the nine day period was 255 including 8 sorties for carrier 
qualifications for a total cf 562. hours. A total of 55.1 hours was "over 
the target time." A single helicopter from helicopter Squadron ONE was 
aboard as plane guard and flew 47 sorties for a total of 32.8 hours. 

C. The BADOEiuG bTKAIT sailed from Sasebo, Japan, on 26 December 1952 as 
directed by CTG 95.1 dispatch 240655 Z of December. Gunnery firing exercises 
were conducted in area G^OiiG^. Shortly afterwards five replacement aircraft 
were received aboard from Itami Air Force Base. The ship became a Unit of 
TE 95.11 at 2621001 when the JADUi^lMG dTHrIT relieved the H.M, £>. GLCRY (CVL-19 
■upon arrival in Area klKE. 

D. The general mission of the United Nations Forces operating off the West 
Coast of Korea is to blockade the coastline and control the sea approaches 
thereto. This mission is performed by the ships of TE 95.12, the Island 
iMaval Defense Elementj the troops of TE 95.15, the Island Defense Element; 
and the units of TE 95.11, the Carrier Element. The Island Defense Element 
is a most important portion of this group since it occupies and defends 
islands fringing the enemy held coastline from the HaK River on the South 
to tne TAEDONG estuary in the North, These islands are extremely helpful 
to this Task Element in providing services for aircraft early warning, air- 
sea rescue, intelligence, and guerilla action. The tasks specifically assign- 
ed tne Carrier Element have be^n briefed in previous action reports and will 
not be repeated herein. 

E« In performing its assigned tasks, TE 95-H normally operated in the area 
southwest of PriEtoiri\iYGNG-DO , conducting dawn to dusk air operations, and 
retiring southward for the night. Five deck load launches were wade daily 
at intervals of two hours with approximately fifty percent of available air- 
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craft in each launch, a two-aircraft CAP fcr T£, 95.11 was launched with each 
deck load. Once a day a four plane TaRCaP was provided for CTU 95.12.1 
stationed in the vicinity of bOKTO Island. fciodified instructions issued by 
CTG 95*1 now require this instead of a TARGAP with each deck load launch as 
was previously required. Other aircraft operating in the target area are 
briefed to assist CTU 95.12,1 at anytime their services are requested. 

F f The reduction in TaKGaP commitment a permitted a wore flexible employment 
of aircraft, and some changes in use and scheduling were made. Twice during 
this nine day period a four plane pre^dawn armed reconnaissance flight was 
launched at about 0ol5I to investigate fail and truck traffic in the area 
Worth of CHIUNaMPO. Such flights are launched only under ideal weather cond- 
itions because of the limitations of pilot training and aircraft instrument 
flying equipment. It was also considered necessary to initiate launches 
from an area inVlose proximity to ChOIXJ Island so that radar vectoring from 
both the ships and CnODG would be available to the flight. The early armed 
reconnaissance launch, dubbed the "early early" by the pilots, became quite 
popular, because both flights found locomotives for tneir targets, a type of 
target that the pilots are most eager to attack. 

G. There were no urgent requests from other elements of the group for air 
support strikes during the period. Continued attention was paid to troop 
cone entrat ions and gun emplacement s in positions to attack friendly islands 
and surface vessels. CaP aircraft were again loaded with ordnance for short 
ran^e strikes against targets in the ;"n JJ <iJi.YOiJG-U) to HAiJU area when the 
Task element was operating in the area southwest of PAENGNYONG-D0,as this 
area is well screened oy radars on friendly islands. 

H» In view of the reduction in 1' Ait CAP; requirements, greater attention was 
given to armed reconnaissance of the coastal areaa. Weather permitting, a 
careful search of the coastline from the HAN River to the TA^iDONG-GANG was 
made daily and the flight northward to haNCHON was performed on alternate 
days when jet fighter cover was available, 

I, A most unfortunate accident occurred in the afternoon of 27 December 
when First Lieutenant John GO-dRY, Ul^KCR, was shot down by enemy anti- 
aircraft fire in the 'InxuDOiMG-UANG. The Lieutenant parachuted successfully 
and was observed uninjured in thb water at the mouth of the estuary. Despite 
the attempts of two helicopters and one crash boat from ChODO Islandj rescue 
was not effected, apparently because of material defects in the rescue 
equipment. During the rescue i\1Q aircraft made six firing runs on the 
Corsair hxjSGaP but dxd not penetrate to the helicopters. There was no dam- 
age to aircraft, friendly or enemy, a recommendation regarding the possible 
inadequacy of rescue equipment has been submitted separately. 

J, For the first time BALOmNG STRAIT aircraft experienced appreciable 
interference from bad weatner and flight operations were reduced on four 
days of the nine-day period. During one night, with a heavy swell running 
from tiie northwest and with frequent heavy snow showers and a temperature of 
19 F, a moderate amount of snow and slush ice from the spray collected on the 
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flight deck. Assigned equipment was adequate for removal, however, flight 
operations were delayed until about noon because the pitching deck made fligh 
operations too hazardous. On another occasion with a ceiling of 300 feet and 
1/2 mile visibility, it was necessary to vector a returning flight to the 
ship using the SG-1B radar. The aircraft made visual contact with the ship 
and LbO at approximately 1/2 mile and executed satisfactory landings. Low 
ceilings in the target area frequently limited target selection and restrict 
ordnance loads which could be carried. 

K. Carrier qualification and re-qualification of replacement pilots was per- 
formed during combat operations on this patrol. Four replacements requiring 
requalifi cation only were received aboard the day prior to sailing. By a 
slight reduction in combat flights, it was possible to qualify these pilots. 
They were subsequently given several CAP assignments to further their train- 
ing and familiarization with the area and procedures. Then on the 7th day 
of air operations four additional pilots who required full carrier qualifica- 
tion were delivered aboard by the iharine "GOD" aircraft. The following day 
full carrier qualification was given to two of these pilots. Additionally 
the war in e pilot of the "CD J," previously qualified in Corsairs, was checked 
out in landing the TBh ^odel aircraft aooard. Because of light variable 
winds it was necessary to delay qualification of the remaining two Corsair 
pilots until 5 January, The carrier qualification performed in this manner 
reduced the total combat sorties by five. However, two aircraft received 
major damage during qualifications, which indirectly reduced the offensive 
effort to a greater degree. 

L, On the 27th of December as the Task element retired to the South for 
the night with three ships in a bent-line screen (3C3), the U.b.S. LeWTS 
rijUnCOCK on station Thirty reported a sonar contact with a probable submarine. 
The Task element Commander considered this to be a Case I contact and as a 
precautionary measure directed an attack be made although it was considered 
that the contact might be a known underwater object charted in the vicinity. 
The U.b.o, POfi'i , iiti« , icJ J D was directed to assist. Within six minutes of this 
contact, the H.w.d, vX)CiUjJji in station ONE reported a sonar contact, but 
evaluated it as non-submarine five minutes later, after investigating the 
contact further, the LEwIS n^OOCK made a flash LUNKR&AD report. The Task 
ikUment followed this with three amplifying reports mentioning the known 
underwater object in the vicinity and including a final report of non-sub- 
marine, 

M. a fire occurred in the trash bin surrounding the 3AD0ENG STRAIT 1 s 
incinerator on the evening of 30 December, The fire started tfien embers 
which were being reeved from the fire box burst into flame and could not be 
controlled by the C02 bottle in hand. The fire was confined to the incin- 
erator room and minor damage to electric wiring resulted, 

N, Despite weather interference and reduction in total sorties made below 
that achieved on previous patrols, the results of air strikes appecj- to have 
been better than. earlier strike results. An increased number of secondary 





explosions were noted. The first early pre-dawn strike North of CHINN^jiPO 
located one locomotive ^nd eight trucks and reported linking dainaging attacks. 
The second such strike found four locomotives made-up in three trains total- 
ing over fifty boxcars apparently stopped because of rail cuts made by shore 
based night fighters. Immediately following this strike ChODO reported many 
KIG's in the area and went to a Warning RED alert. A flash report of the 
locomotive Largets was sent to JOC Korea. Although there was no assurance 
that jet fighter cover would be available since proper coordination with short, 
based aircraft cannot be guaranteed under existing procedures, it was possible 
to launch two additional sorties totalling eleven aircraft against this target 
Information available to this command indicates that with the exception of a 
few F-b4's which made high altitude rocket runs about noon that day, no other 
aircraft nit the torgat. This is believed to have resulted from an erroneous 
report received in the JOC that denied the -existence of the trains. The 
statements of returning pilots from three separate strikes totaling fifteen 
aircraft were in virtual agreement regej-ding these locomotives and they report- 
ed doing considerable damage with one large secondary explosion. Photographic 
damage assessment could not be made, since photographic aircraft are not 
included in the allowance of the vessel. 

0. Tiie interchange of officers with H.M.b. GLOhY and screening ships for 
familiari Ration and training was continued. Three officers were received 
aboard from K.h.d, uwjitl to observe air operations. One officer from U.b.S. 
Lrftilb Haw COCK and two officers from the U.b.b. POHTiitFIJiLD were aboard for 
training as air controllers, while the i3fi.iD.cJiG STRaIT transferred two officert 
to the GLOhl for familiarization. The JADOiiNG 3TRaIT Operations Officer was 
transferred on three days TAD to JOC Korea at the end of the patrol for 
liaison and f omiliarization purposes. 

P. In view of the targets located by two early morning patrols, it would 
appear profitable to give greater attention to the flat coastal area between 
CHIMNAKPO and sINaHJU. For best results, all-weather attack aircraft for 
locating targets ^nd aiaking initial road or rail cuts would be needed. 
Because of the areas' location with respect to communist jet airfields, the 
subsequent day attacks would require day attack squadrons operating under and 
closely coordinated with jet fighter cover. A fast carrier or fast carrier 
task force would be ideal for this purpose. The occasional appearance of a 
fast carrier in the Yellow bea area would probably have a most disconcerting 
effect upon the enemy. Accordingly, periodic assignment of a fast carrier for 
Yellow bea operations is recomiii ended. 
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PAftT II 

ChrtOiMOLOGIUAL ORDER OF EVENTS DECLASSIFIED 

26 December 

06/+2I/ In accordance with CTG 95.1 dispatch 240655Z of Decamber 1952, 
the BADOSMG STRaIT (uVE-116), with VM-3I2 embarked, 

departed Sasebo, Japan for Korean West Coast Operating Areas, 
'WUvE" and "NaINI . " 

11301/ Commenced U.0WL AA firing on towed sleeve in area GEORGE, 

11551/ Completed 40MM AA firing having fended 1658 rounds of 40MM 
ammunition. One tow slei^ve was knocked down. 

15061/ Eecovered five \ThA-312 aircraft from ITaM, Japan. 

205&I/ CTE 95*11 (H.k.S. GLORY) advised U.S. a. BADOENG STRAIT that the 

U.S. 3. LEWIS hANOOCK (DD-675) and U.S.S. PORTERFIELD (DD-682) had 
been detached to investigate fishing vessels in prohibited area 
and some delay in their reporting for duty with BADOENG STRAIT wa 
to be expected. 

21001/ relieved the h.k.S. GLORY (CVL-19) and assumed duty as CTE 95.11- 
21001/ arrived in Korean Operating area "i-iIKE." 

23001/ Commanding Officer, U.s.s. jaDOENG STRaIT assumed duty as OTC 
of rjaval Blockade and Patrol Group on the Korean West Coast. 

27 Jeceiaber 

03021/ The U.s.S. PORTERF IELD (DD-682) reported two Japanese fishing 
vessels at 36-llN, 124-52E, Vessels refused to move until a 
40MM was fired overhead then both vessels were escorted to 
124-00E and directed to proceed South of 36-OON, Vessels were 
identified as Kiayo isaru, 5-WObl, dumber YG2-293 and Kaiyo Maru, 
3W-WQ6Q, Number TG2-294. 

05001/ PO^T.citFIELD reported for duty. 

O725I/ arrived in Korean operating area "KaN". 

07401/ U.S.b. LEWIS HnwCOCK (DU-o75) reported for duty. 

06221/ PORT AFIELD transferred one officer aboard by highline for 
training in air control duties. 

08251/ LCDn v. A. K. FINLAY, UN, Communications Officer and SUB L'I 

J. i-i. sL^OhUb, RlM, an aviator from the H.i-i.S. GLORY, came aboard 
from the PORTERFIELD, by highline, to observe carrier operations 
and to discuss communications procedures common to the two servic 

11021/ CTE 95.11 advised K.h.s. BIRMINGHAM that gun fire spot could be 
provided at 14001 to 15301 and TaECaP would be available from 
16001 to 17001 if desired. J_ 
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11341/ -H.h.ii, cJCK.i^ (D-34) reported for duty. 

12201/ Two plane GAP and four plane 5TKIKE launched, GAP attacked a 
coiiuiiand post near CHELANG-NI with unassessable danage, then 
returned to act as defensive CaP. 3THIKE group attacked a rail- 
road bridge near CtiATiGYOw , damaging the bridge and making one 
rail cut. One plane of the flight jettisoned bombs and did not 
attack due to inoperative radio. 

13401/ Four plane d'TKIKE, tfwo plane Gunfire Spot Team and three plane 

Carrier Qualification Group launched. The STRIKE group attacked 
supplies on a dock near CH'INNaKPO. A plane flown by First 
Lieutenant John B, GOEtiY, U&iCR, 053549, was the second to 
deliver an attack. As he passed over the target at 1000 feet 
he reported that he had been hit and headed out to sea. Members 
of the flight observed pieces of his left wing falling from the 
plane and brown smoke pouring from his engine. LT GOjIRY 
jettisoned his remaining ordnance and proceeded down the TAEDONG 
Estuary toward the sea until hie engine quit at which time he 
parachuted free. The plane crashed into the water. LT G0j££Y 
in his parachute drifted out to sea where he landed in the water 
about a mile from shore. He waved to the planes overhead and 
appeared to be in good condition. One plane of the flight escort- 
ed a helicopter to the scene from Llh'O-iX) Island while two others 
provided air cover for the downed pilot. The two plane Gunfire 
iipot team arrived to provide additional cover. About seventeen 
minutes after the pilot entered the water, a flight of four MIGS 
attacked the planes above LT GOiRY. The LIGS engaged the cover- 
ing planes for a period of ten minutes during which time they 
made six firing runs. No damage was inflicted on either friend- 
ly or enemy aircraft. The helicopter waited in a near by area 
until the iJGti had departed. The helicopter arrived over LT GOERI 
about thirty minutes after he entered the water, meanwhile a 
strong current he.d drifted the downed pilot and his rubber raft 
to within one hall mile of the shore. The helicopter reported 
an inoperative winch, so a rope ladder was lowered to the pilot, 
inuring the next half hour LT jO-^iT was observed to climb to the 
top of the ladder six times without succeeding in getting inside 
the helicopter. At this time, a rubber raft was dropped to the 
pilot, however, he was unable to reach it. a second helicopter 
arrived from Uh'O-iX) and attempted to rescue the pilot, however, 
the winch cable broke and Li' GOjjiY was dropped into the water 
again. A rope was lowered to the pilot but he was now too weak 
to attempt to cliiab it, a plane from the group then escorted a 
crash boat from Cd'O-iX) island to the scene. At this time a flight 
of F-66 jets arrived to assist in the rescue. The crash boat 
arrived about one and one half hours after the pilot was down. 
As the boat neared the pilot, shore batteries opened fire and 
were bracketing the boat with shells. The covering planes silenc- 
ed two of the three guns firing before expending all their 




DECLASSiriFfT 



13421/ 



ordnance. The crash boat how reported it was unable to approach 
the pilot as one engine was failing and one running rough due to 
near misses of shell fire. The covering planes now lost sight 
of LT GUi^iiY as it was late afternoon and the pilot was last seen 
floating low in the water with no visible movement. A second 
group of planes arrived to relieve the covering group. LT GOEHY 
was not sighted again arid is listed as missing in action. 

H.i-i.j.S. aTHaBASCAN (DDE-219) reported eight Japanese fishing 
trawlers at 35-5 5N 125 12E and advised that vessels were order- 
ed to proceed to authorized fishing areas. 



13591/ Recovered 12201 launch. 

14171/ Coioaenced Carrier qualification landings with three planes. 

14191/ One plane collapsed a tail wheyl during a carrier qualification 
landing , 

15001/ Recovered carrier qualification planes having requalified three 
pilots with a total of fourteen landings. It was impossible to 
qualify these pilots prior to entering the operating area as the 
pilots reported aboard one day before the scheduled sailing date. 

15001/ ATHABASCAN reported that she would be unable to rendezvous with 
CTE 95.11 before dark and would proceed directly to CTU 95.12.1 
if permissible. 

16051/ Two plane CaF and four plane STRIKE launched. This STRIKE group 
relieved the 13 401 group as cover £or the attempted rescue of 
LT GOEKY. I\io targets were attacked. 

17061/ Recovered remainder 13401 launch. 

17461/ Recovered 16051 launch, 

17491/ Task Element retired southward for the night. 

18011/ CTE 95.11 released the ATflABASCAN to proceed to CTE 95.12 for 
WHITEHEAD patrol. 

20181/ LEWIS HANCOCK of the screen reported sonar contact with probable 
submarine at 37 36N, 124 27-5E, Case 1. 

Due to the position in relation to the Task Element, CTE 95.11 
concurred that it was Case 1 and directed an attack. 

20221/ PORT EHrT ELD was detached to joiji HANCOCK as assisting ship. 

CTE 95.11 advised the LEWIb HAii COCK that the contact was in . 
immediate vicinity of a reported pinnacle. 
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20261/ COCKADE reported a sonar contact 2400 yards from the screen. 

20311/ COCKADE evaluated sonar contact as non-submarine. 

20461/ LEWIS HANCOCK completed depth charge attack on sonar target with 
impulse type depth charges.. Depth charges did not detonate. 

20531/ LEWIS hANCOCK sent a flash submarine contact report. 

21001/ LEWIS hANCD CK con^leted two firing attacks with HEDGEHOGS. 
Explosions were observed. 

21101/ LEWIS HANCOCK reported sonar contact dead in the water at thirty 
fathoms. 

213OI/ CTE 95.12 directed the ATHA^bCAN to join CTE 95*H to augment 
screen. 

21361/ PORTEEFIELD gained sonar contact and evaluated it as improbable 
submarine. 

21i+4l/ CTE 95.11 sent an amplifying report stating that sonar contact 

was in close proximity to a known underwater object and had been 
evaluated as doubtful submarine. 

21491/ LEWIS HANCOCK illuminated attack area to search for wreckage, no 
wreckage was observed. 

22031/ CTE 95.11 directed LEWIS HAi\IQ0CK and P0HT31FIELD to rejoin the 
Task Eleinent. 

22091/ CTE 95.11 suggested CTE 95*12 recall the ATHABASCAN since destroy- 
ers on contact had been ordered to rejoin. 

22211/ CTE 95.12 directed the ATHiiiiAbCAiU to resume station on WKITBREAD 
patrol, 

22281/ CTE 95.11 sent second amplifying report stating that final eval- 
uation of sonar contact was non-submarine, 

23051/ LEWIS haNCOCK and FOiiTERFIELD rejoined the Task Element. 
Weather Summary: 

A mild cold front passed HAEJU area at 06151, preceeded by rain 
turning to snow by 07001, Visibility was five miles with ceil- 
ing of 1000 feet in showers.- Surface winds shifted from north- 
west to northeast and increased to twenty-eight knots. Homing 
strikes were not launched due to weather. Weather improved to 
operational minimums by 11001 with broken low clouds in operat- 
ing area and clear skies in target area. 
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Mission Summary: 



Two GAP, eight TAHCaP, and eight STRIKE for a total of eighteen 
sorties. In addition three carrier qualification flights were 
made. 

28 December 

00151/ U.S.S. LiWIS HANCOCK (DD-675) detached to investigate a radar 
surface contact at 36-35N, 124-35E. 

01061/ CTE 95.11 sent a dispatch in reference to initial submarine re- 
port and the two amplifying reports stating this as the third and 
final report and evaluating sonar contact as non-submarine. 

01101/ LEWIS KfiiilCDCK reported contact was South Korean power junk No. 3 
JUS Number 1F-1230 out of KUWsAN. Vessel was instructed to clear 
the area and CTE 95.12 was notified. 

02201/ L.iWIS HANCOCK rejoined the Task KLement . 

07451/ Two plane CaP and six plane STRIKE launched. One plane returned 
to ship after t ake-ofi' due to canopy being jammed open. 
Remainder of STRIKE was unable to enter target area due to low 
ceiling and visibility. Flight jettisoned ordnance in clear area 
and returned to ship, 

07591/ Plane returning aboard with a jammed canopy suffered class "B" 

damage when port landing gejr collapsed on contact with the deck. 

O84OI/ Eight enlisted personnel destined for the U, S.8. HANCOCK were 
transfered by highline. One officer came aboard from U.S.S. 
HaJIl;OCK to receive training in air control duties. 

09261/ Recovered remainder of 074-51 launch. 

11361/ u.i-x.C.S. ATHiiB^CAii (DUE-219) rejoined from CTE 95.12, WHITEHEAD 
patrol. 

13151/ Six plane S'rnlKS launched to attack a radar site in a village 

near CIiaERYOMj. Twelve buildings were destroyed and a gasoline 
fire started. One plane was hit in external fuel tank by AA 
fire; the tank was jettisoned. 

15101/ Two plane CaP and four plane TAR CaP launched. CTU 95.12.1 re- 
quested TaKCaP to attack gun positions ne^r SOK-TO island that 
had fired on air era it rescue boat 27 December. Damage to gun 
position was unassessable. Flight then attacked a village near 
CHaNGWYON desLroying three buildings and damaging four with ten 
troops killed. 



15311/ Recovered 13151 launch. DECLASSIFIED 

17121/ Recovered 15101 launch. 

17141/ Task Element retired southward for the night, 
leather Summary: 

Overcast to broken clouds with ceilings of 500 feet and a visibil- 
ity of four miles reduced morning flight operations. Target 
area cloudy until 10301, gradually clearing during the afternoon. 
Weather laarginal to undesirable during the morning, becoming 
average in the afternoon. 

tiission Summary: 

Three CaP, twelve STRIKE, and four TaRCAP for a total of nineteen 
sorties. 



RECC 



29 December 

07151/ Two plane CaP and four plane armed reconnaissance launched 

group scouted from Oi-GJIN to YONaN, strafing ten railroad cars 
enroute. a grain warehouse near YONaN and three buildings in 
OnGJIN were destroyed. Medium and moderate AA fire was encount- 
ered over YOifiAN and OivGJIN. 

09151/ Two plane CaP, four plane armed reconnaissance, and four plane 

STRIKE launched. CaP was unable to attack pre-briefed target due 
to weather. Troop bunkers near i'iOi^GGUiiP ' 0-ttI were attacked with 
unassessable damage before returning to act as defensive CaP. 
taUCO group scouted northern area inland without sighting any 
unusual targets. A rad<±r station thirty miles North of CH ' ITJMAMPi 
was attacked and destroyed. STRIKE group was unable to attack 
pre-briefed target due to weather. One building was destroyed 
with two buildings and a cave damaged near O^GJIN. 

09/1 1 1/ itecover^d 07151 launch. 

10481/ U.b.S. PORXErtflELD (DU-6B2) rejoined from CTE 95.12, WHTT3READ 
patrol. 

11151/ Pour plane CaP launched, CaP attacked troops in village of 

FAiiKbA-DOuG destroying six buildings and damaging four. Flight 
then returned to ship to act as defensive CAP. 

II3II/ Recovered 09151 launch. 



I205I/ 



Recovered two replacement aircraft plus a "COD" TBM, with mail 
from K-6. 



12171/ 
13251/ 



13311/ 

13411/ 
15151/ 



15301/ 
16451/ 

17091/ 
17311/ 



U.S.b. HANCOCK (Di>6?5J detached to CTH 95.12 for WHITEHEAD patro; 

Two plane CaP and seven plane STRIKE launched. CAP attacked a 
troop village near iXiONGGUhP 1 O-RIj destroying six buildings, then 
returned to act as defensive GAP. STRIKE group attacked rail- 
road facilities near CHA.eif.YObiG- . One railroad switch was destroy- 
ed, four rail cars daniaged and five rail cuts made. A thirty 



foot boat was dcuuaged near Oh 1 INNAhPO. 
to K-6 for removal of hung ordnance. 



Two planes were diverted 



Launched "COD" TBH with LCUi iAA.K. FliJLAY, ItN, and SUB LT J.h. 
Sli'iONDSj dii, aboard for ITA^UiUi, Japan. 

Recovered 11151 launch. 

Two plane CAP and two plane TaRCaP launched, CTU 95.12.1 released 
'IauUaP to attack troop village of OKG-iXJhG-. Six buildings were 
destroyed and two damaged. Captain Carleton i-i, GRiiiJJ., USl-iC, 
suffered injury to his eyes from smoke produced by a premature 
rocket explosion in front of hiB plane. Injury resulted in a 
deferred emergency landing. 

Recovered remainder of 13251 launch. 

Commenced recovery of 15151 launch. One plane suffered class 
"B" damage as a result of engaging two barriers during landing. 

Completed recovery of 15151 launch. 

Task Element retired southward for the night. 



Weather Summary: 



Broken clouds with variable ceilings of 1500 to 2500 feet in 
operating area during the morning. Target area ceilings varied 
from 3500 feet in the Uorth to 500 feet in the South with rain 
and snow showers during the morning. Flying conditions average 
until 09301 decreasing t undesirable at mid period and improving 
to average in the afternoon with ceilings of 4000 feet, An 
approaching cold front produced increasing winds and cloudiness. 
In many cases the weather limited the targets which could be 
attacked and the type of ordnance which could be employed, 

Ms si on bumfloary: 

Twelve UaP , two TARCAP, eight Armtjd Reconnaissance and eleven 
sTilIKE for a total of thirty-three sorties. 
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30 December 

0615V A pre-dawn, four pi^ Amed ii econaaissail0e wa£J launched ^ 

group attacked targets of opportunity by moonlight near PYONGYANG 
*ight trucks were strafed am damaged. A locorJtive and four rail 
cars were danced near PYONGYANG. * road bridge and bomb Zuer" 
P™Sr Ci ™' Ught * *™ -/observed near 



07151/ 



^/iTu. fOUF P 1 ^ 6 STmE Punched. STRIKE group 

tSee bi^ 11 ^ 8 C ° nt ^ ^ n«ar uLLYUL and dest^yed 
three bui^gs , A 3Eall ^ was dama CHM0 ° yed 



08191/ Recovered 06151 launch. 



09151/ 



09361/ 
11151/ 



11301/ 
13001/ 

13151/ 



two° p P wL1 6°S ?X f^.l*™**. joined with 

^lawTTh ^ , , ^ oeen diverted there 29 December 

sixteen buildings and damaging a gun position. Planes 11 

near "Vf T*™ °* P ' ^ attac ^ed a railroad "atio- 

" " ™* ^oyxng ^ree buildings. One building waslesto^ 

Recovered 07151 launch. 

Two plane OiiF and four plane STHIKE launched. CaP flew reconn 
aissance of railroad from ONGJIM to Ha^JU. One flat car was 
attacked with unassessable damage before planes returned to act 

Z I t T ^ tn . ^ sses -ble damage. Flight damaged two railcars 
and made a rail cut. 

Recovered 09151 launch plus two aircraft from K-6. 



COCKLE (D- 3U ) detached to CTE 95.12 for WHITBR3AD patrol. 

^fVf ' 5° Ur Pl ^ e TiUiQlP ' ^ four P lan * STRIKE launched 
^attacked a troop village near bUNWI-DO destroying four 
buildongs and killing an esti^ted t .n troops. fS& turned 
to act as defensive CAP. CTU 95.12.1 released TA^fp tottack 
a troop village near (MGNYOhi. night destroy I ^ 

inga and damaged six. STRIKE group SU^o^ ^^pSSS" 

St^Tw^ST "T < ?'?'^ tf0 - ^ ^ positions were 
destroyed with an estl^ted ten troops killed and five wounded 
. troop visage near S M 'uU was attacked with e l^l^tnt 
aama 6 ed, an satiated five troops killed, and thref wooded! 
13361/ recovered 11151 launch. 




14001/ U.S.S. LijWIS HANCOCK (DD-675) rejoined from GTE 95.12, WHITEHEAD 
patrol. 

15151/ Two plane CSP and three plane Armed Reconnaissance launched, 

RiCCUO group made a reconnaissance of HaEJU Peninsula then attacked 
a troop village near YONmK, destroying six buildings. This flight 
strafed two small boats on the friendly island of KY0DONG-D0 by 
mistake. No personnel were observed in the vicinity and none were 
believed injured. 

15401/ Recovered 13151 launch. 

173^1/ Recovered 15151 launch. 

Task .liement retired southward for the night . 

A Class fire was reported in the Incinerator Space. 



17361/ 
£2301/ 
23051/ 



The fire, confined to the incinerator space, was reported under - 
control, 

23301/ The fire in the incinerator was completely extinguished, fire 
was caused by smouldering embers inciting trash in the inciner- 
ator space during removal of ashes. Damage resulting from the fir 
consisted of paint burned from bulkheads, and the loss of personal 
effects valued at ^125.00, 

Weather Summary: 

Clear skies and unliridted ceiling with visibility aloft reduced 
slightly by haze. Surface winds West to North west at fourteen 
to eighteen knots. Flying conditions good to excellent. 

M-SSion Summary; 

Twelve CaP, four T^RCaP, sanen Armed Reconnaissance, and sixteen 
STRIKE for a total of thirty-nine sorties. 

31 December 

00251/ H.h.C.S. aTRaBasCaN (DDK-219) detached to investigate radar surfaa 
contact. aTHaSasCaIM returned to assigned screening station after 
i dent if ying surf a ce cont act as H . m . S . CRaNE ( PF ) . 

07151/ Two plane CaP and four plane STaIK^ launched, STRIKE group 

attacked troop villages near OwGJIN destroying thirty- seven build- 
ings and a boat house with an estimated twenty troops killed rind 
ten wounded. Fifteen buildings were damaged. 




ti&JS^ 



06271/ One officer was returned to U.b.S. POKTrilFIELD ^DD-6d2) by high- 
° ?V Sne° having completed training in air control duties . second 

Sicer was received aboard the B.U0ENG STRaIT for similar trains 

Fteconnaiss- 



in 



09L5I/ Two plane CaP, four plane bTRHU and three plane Armed 

ance launched. CaP destroyed four buildings and damaged four 
troop village near YOHAN then returned to act as defensive ^kf. 
STRIKE group destroyed fourteen buildings and damaged six in a 
troop village near QH'EMrttfO. One plane of this flight suffered 
damage to the starboard wing resulting from a hit by a 2CMK aa 
projectile. Originally this was believed to have been caused by 
an explosion of a wing gun. The aircraft was escorted to K-6 for 
landing by a second plane of the group. RECCO group flew a 
reconnaissance to the HAN River then destroyed five buildings 
and damaged three in villages near YOUaN. Light AA fire was 
encountered during the attack. ■ 

09^91/ Recovered 07151 launch. 

11151/ Two plane CaP and four plane STRIKE launched. CaP attacked troops 
and bunkers near sUMI-DO, damaging one bunker, then returned to 
act as defensive CaP. Staining STRIK3 planes attacked and 
destroyed one building near KYOEIP'O. Heavy snow showers hampered 
the attack. 

11281/ While awaiting the return of the 0?15I launch the ceiling lowered 
to 300 feet with visibility of less than one half mile, ihe 
returning aircraft were vectored to the carrier using the £Ar-lb 
radar and a low visibility controlled approach procedure^ The 
aircraft were successful in making visual contact with LbO at a 
distance of one half mile. The ceiling lifted shortly thereafter 
and the remainder of the 09151 launch was recovered. 

HTH^IiAbCaiM detached to CTE 95.12 for WHITBRaAD patrol this date 
and on 1 January, then to report to CTE 95.12 for duty at 
0200011 January 1953. 



11371/ 

13301/ 
13401/ 

15001/ 



H.h.S. COCKADE (D-34) rejoined from CTE 95.12, WHITBHHaD patrol. 

Recovered 11151 launch. Remaining flights cancelled because of 
weather . 

H k s LIOSSaCK (D-57) reported three Korean fishing boats at 
36-20N, ^55E with side numbers BF-95%, BF-9525, BSO-9534 and 
BF-9535. Boats w^r^ instructed to proceed South out of the 
restricted area. 



16131/ Task Element retired southward for the night. 




Weather Summary: 



Scattered low clouds during the early morning. Cloudiness increa- 
sed to overcast with a ceiling of 2000 feet by 09301, Target area 
clear in the early morning With lowering ceiling jas ; at cold front 
approacned from the northwest* A wave developed in the Yellow 
Sea lowering ceiling to 500 feet and visibility to one mile, with 
snow aid light rain by noon. Flying conditions average until 
10001, marginal from 10001 until noon and undesirable Sot the 
remainder of the day. 

Passion Summary: 

Seven CAP, eleven STHIXii and three Armed Reconnaissance for a 
total of twenty-one sorties, 

1 January 1953 

00011 TE 95.11 designation changed to TU 95.1.1 in accordance with 
change No. 12 to (JIG 95.1 OpOrder 2-52. 

07151/ Scheduled flight operations were delayed because of heavy seas 
and frequent snow showers. 

15001/ light plane Su'iilKE launched to attack the troop village of TAESOK- 
lOMj. Thirty-two buildings were destroyed and fifteen damaged witt 
two secondary explosions observed . Flight destroyed three rail 
cars at SimCUGw-NI then split into sections for reconnaissance of 
HaEJU area, 

16501/ Recovered 15001 launch. 

16541/ Task Unit retired southward for the night. 
Weather Summary: 

Broken clouds to overcast with ceiling of 2000 feet lowering to 
500 feet in snow showers throughout the day. i-iorning visibility 
was one half mile in snow and steam fog increasing to six miles 
in the afternoon. Target area clear from mid-morning throughout 
the day. Surface winds from the northwest twenty-five to thirty 
knots, with heavy seas decreasing to twenty-four knots in the 
afternoon. Flying conditions undesirable until 14001 becoming 
marginal for remainder of the day. 

Frequent snow flurries and spray during the pre-dawn period kept 
a moderate coating of snow and slush ice on the flight deck. This 
alone would not have delayed operations since the mechanical 
sweeper was effective in keeping the deck clear enough for use. 

Ifiission Summary 

Eight STRIKE for a total of eight sorties. 
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Oil i i_ 



D 



U630I/ 



071?!/ 



06331/ 
09031/ 
09151/ 



09351/ 
11151/ 



12091/ 
12121/ 



Four plane Armed Reconnaissance launched to attack targets of 
opportunity near F'YONCiYANG. CTU 95.1.5 (CH'O-DO) requested the 
flight investigate a reported railcut near KYOMIP'O. The flight 
located three trains near KYOLPI'O apparently stopped there by a 
rail cut made by shore based night fighters . There were a total 
of about sixty rail cars and four locomotives. The flight damaged 
all four locomotives and two rail cars. Heavy and accurate AA fir 
was encountered. The location of the trains was given to CTU 
95.1.5 by voice radio by the returning aircraft. 

Two plane CAP and four pl-ne STRIKE launched. STRIKE group divide, 
to attack traina near KYGfeilP'O. Three freight cars were damaged 
and a near miss on one locomotive produced a large secondary 
explosion. Three buildings were destroyed in a troop village near 
Ch'INNAMPO. Heavy and accurate AA fire was encountered during 
attacks on the trains. 

Recovered O63OI launch. 

CTU 95.1.1 sent a flash report of the train's location to JOC Kort 

Two plane CAP and four plane Armed Reconnaissance launched. CAP 
attacked a troop village near i-'iONGGUMP • 0-RI destroying four 
buildings and killing an estimated ten troops. Flight then return 
ed to act as defensive CAP, RSCCO group was unable to attack the 
important train targets due to previously arranged rendezvous with 
planes from K.-6. This group scouted to the HAN River area and 
attacked a troop village near YONAN. Thirteen buildings were 
destroyed and five damaged. RECCO group then made scheduled 
rendezvous with two aircraft that had been diverted to K-6 on 31 
December and returned to the ship. 

Recovered 07151 launch, 

ticheduled four plane TaRGaP augmtnt^d by three additional aircraft 
launched as iTRIKii to attack stalled trains near KYOi-iIP'0. One 
locomotive and twelve rail cars were damaged. Three rail cuts 
were made. Air r'orce F-84 jets w2re observed overhead, attacking 
the trains with rockets from higher altitude. Heavy end accurate 
aa fire was encountered. 

Recovered 09151 launch including two planes from K-6. 

One officer was returned to the U.a.a. PORT iiirT ELD (DD-6S2) by 
helicopter having completed training in air Control duties. 



122BI/ 
12511/ 



H.k.C.S. CttUoADiR (DDE-228) joined the Task Unit, 



Recovered 11151 launch. 



12551/ PORTERFIELD detached to CTU 95.1.2 for WHITBREaD patrol. 

13451/ Two plane GAP and four plane TARCAP launched, the latter to replac 
earlier scheduled TAR CAP which was diverted, CAP attacked a troc; 
village near i^GGLfciP'O-RI, destroying thirteen buildings, then 
returned to act as defensive CaP. CTU 95.1.4 released TARCAF - 
to attack a battalion head quarters near CH'INNaMPO, Twelve 
buildings were destroyed with one large secondary explosion ob- 
served. Light AA fire was encountered. 

15151/ Two plane (JAP and four plane STRIKE launched, STRIKE attacked a 
troop area near UPCft ' O-RI with unassessable damage. One road 
bridge was cut at SOi'JGCh'Oh-RI. 

15341/ Recovered 13451 launch plus one TBM "COD" from K-6 with four 

replacement pilots for Vtji-312 aboard. Pilots had had no previous, 
carrier experience and came aboard for qualification landings. 

17121/ Recovered 15151 launch. 

17131/ Task Unit retired southward for the night. 
Weather summary: 

Operating area had variable borken clouds to overcast with ceiling 
of 1500 to 2000 feet. A few light snow showers were in the area 
during the afternoon. Visibility was eight to ten miles. Target 
area was clear with good visibility throughout the day. Flying 
conditions were average during the period. „ 

kLs3ion Suinmary: 

Eight OaP, four TAiiCAP, fifteen STRIKE, and eight Armed 
Reconnaissance for a total of thirty- five sorties.. 

3 January 

07151/ Two plane CAP and four plane STRIKE launched, STRIKE group 

attacked buildings reported to house a rubber boat factory near 
ONCh'ON-NI. Three buildings were damaged. Two planes diverted 
to K-6 to remove hung ordnance, 

09151/ Two plane GaP and eight plane STRIKE launched. One TBM launched 

to qualify i"iACJ-I2 pilot in carrier landings. CAP attacked a troop 
village near sUNnI-DO destroying nineteen buildings with an 
estimated four troops killed, flight then returned to act as 
defensive OhP. Light Aa fire was encountered. STRIKE group 
attacked railroad overpasses near sOwGr.WA, damaging two. One 
ouilding was damaged ne,.r CiirtMGYON. Two planes diverted to K-6 
to reiiiove hung ordnance. 



DECLASSIFY 

09U.I/ Recovered remainder of 07151 launch, 
10031/ Commenced qualification landings with TBri. 

10101/ Complete THfe pilot qualification with a total of three landings. 

10331/ Launched the TH-I "GOD", with one F^U as escort, to K-6. The 

ships operations office departed as a passenger in the TBK for 
TaD with Senior Naval Liaison Officer, JOG Korea, to discuss 
operating procedures with Naval Representatives in JOC Headquart- 
ers. 

Four plane sTitIKE launched. bTKHEE group attacked troop bunkers 
North of CH'INNhMPO destroying two bunkers and damaging a cave, 
a road bridge was damaged near CH ' IHNAfoPO . 

Recovered remainder of 09151 launch plus two planes that had 
diverted to K-6 from 07151 launch. 

U.b.b. LiWLS fcJiOOCK (DD-675) detached to CTU 95-1.2 for WKITBREAL 
patrol. 

Two pl^ne C*P, four plane IVRCkP, and four plane STRIKE launched. 
C*F attacked a troop vill^e near aUHWI-lJO. Flight damaged one 
building then returned to act as defensive CaP. CTU 95.1.^ 
reTeased iVoiCtf to attack troop bunkers near CH'IkNaMPO. One 
bunker was destroyed and a loading wharf damaged. Five buildings 
were damaged near UttGJIN. Flight then flew reconnaissance of 
coast from CLi'IHNAtiPO to Pa^GIMG-IXj . STRlKiS group attacked 
troop villages near haEJU destroying nmeteen buildings. * cave 
was damaged and a road cut made near OjuGJIN. 

13401/ itecover^d 11151 launch plus two aircraft diverted to K-6 from 
09151 launch, 

15151/ Two plane C*P and four plane STRIKE launched. Two planes launched 
for qualification landing. STRIKE group atLacked troop bunkers 
near bbi^I-DO. Two bunkers were destroyed and some rice supplies 
damaged, 

Recovered 13151 launch. 



11151/ 

11511/ 
12021/ 

13151/ 



15341/ 
16061/ 
16521/ 



Commenced qualification landings, 

Completed qualification of two pilots with a total of twelve 
l_n dings. 



16581/ Recovered 15151 launch. plus qualification planes. 
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DECLASSED 



18001/ Task Unit retired southward for the night. 
Weather bunraary: 

The operating area had broken low clouds with a ceiling of 2000 
feet until Q900I. Remainder of the day was partly cloudy with 
unlimited visibility. Target area was clear throughout the day. 
Winds were from the itorth at ..twenty to twenty-five knots* Flying 
conditions were good, 

Mission Summary; 

Eight CAP j four TaKCaP, and twenty-four STRIKE for a total of 
thirty-six sorties. Three pilots were qualified with a total of 
fifteen landings, 

4 January 

01211/ H,k,C.3„ CRUSaDER (DDE-22&) reported a sonar contact. 

01231/ CRU bADER reported sonar contact evaluated as non-subgarine. 

07151/ Two plane CAr and four plane bTRIKE launched. STRIKE group 

attacked a reported rubber boat factory near OMCh'ON-NI. Three 
buildings were destroyed and four damaged. Troops were observed 
and attacked in a nearby village. Seven buildings were damaged 
with an estiuiated fifteen troops killed and ten wounded. 

09151/ Eight plane STRIKE launched. b'TRIKE group split into two divis- 
ions to attack railroad targets. The first division attacked a 
railroad marshalling yard near CHAjirtYOWG, destroying a road 
bridge and making seven rail cuts. A plane piloted by Captain 
Eugene N, JaMES, UblVLCR. was hit in the windshield by a 20M 
projectile. The pilot suffered slight cuts from glass splinters. 
The plane later landed aboard safely. The second group 
attacked a railroad junction near CHaERYOSG. Sevan railcars 
were destroyed and three damaged. 11 coal shute was destroyed 
and four rail cuts ,i,ade. One plane suffered minor damage from 
AA fire. 

09251/ recovered 07151 launch, 
09591/ Two plane CAP launched. 

10511/ The Chaplain from the CRUdAOEri came aboard by helicopter to 
conduct religious services, 

11151/ Two plane CaP and four plane S'rRIKE launched. STRIKE group 
attacked a troop village near SlhwOI^-KI destroying fifteen 
buildings and damaging five. Flight then flew reconnaissance to 
the Hat! liiver. 




11361/ 

13151/ 



13271/ 

134.51/ 



13521/ 

14261/ 
15151/ 



15321/ 

17131/ 
17141/ 

17261/ 
20581/ 

21001/ 



Recovered 09151 and 09591 launch. 

h.h.b. COCiUD^ (D-34) chopped to CTU" 95.1.2. 



Three plane sl'RIKE and four plane TARCAP launched. STRIKE group 
attacked and destroyed a transformer near blljCH'ON. Three build- 
ings were destroyed in a nearby village. CTU 95.1.4 released 
ThKGkP to attack a battalion headquarters near CHINNAKPO. One 
building was destroyed and one damaged. 

Recovered 11151 launch. 

-U.i.S. 'LMLS hAlMOOCK (DD-675) rejoined from CTU 95.1.2, WHITEHEAD 
patrol. 

L^WIs h^NOOCK alongside to transfer mail and personnel. LT CLABhh 
KN, came aboard by highline. 

Two tkiJ0Ei\G STRAIT of i'ic eis plus LT CLABaRD, EN, transferred to th=; 
CRUbADER by highline for further transfer to K.fa.3. GLORY (CVL-19) 
The BADOENQ STRATI officers are to observe air operations aboard 
the GLORY. 

Two plane C*P and four plane STRIKE launched. STRIKE group attack 
ed troop villag es near 3Ui\iWI— DO. iiighteen buildings wore 
destroyed and six damaged. One plane of this group plu3 two 
plane defensive ChP returned to K-6 enroute to Itarrd for installa- 
tion, test, and repair of wing rocket stations. 

Recovered 13151 launch, scheduled carrier qualification landings 
were cancelled because of light variable winds. 

Recovered remainder of 15151 launch. 

bet a course southward for basebo. 

The CRUSaDER came alongside to transfer mail* 

GitUbKOEit chopped to H.M.3. GLORY. 

Relieved as CTU 95.1.1 by H.h.b. GLORY. Relieved as OTC, West 
Coast, by h.k.3. CRaNE. 

Weather Summary: 

Operating area had a high overcast and low broken clouds with a 
ceiling of 1000 feet. Target area had an unlimited ceiling. 
Winds wer^ light and variable at five to seven knots* Flying 
conditions average to good in target area for the entire period. 
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5 (January 
08451/ 

09241/ 

09401/ 



10261/ 

10271/ 
17291/ 



Mission SumJiBry: 



jiight CaP, four TiiRChP, aid twenty-three STRIKE for a total of 
thirty-five sorties. 



Three plane ChP and two plane Carrier Qualification Group launched 

Commenced qualification landings with two planes. 

One plane of the qualification group suffered class "B" damage as 
a result of entering the starboa-rd catwalk during an attempted 
landing. 

Recovered remainder of 08451 launch. Two pilots were qualified 
with a total of seven landings. 

U.S. a. LiiWIS HawOOCK. (DD-o75) chopped to CTU 95. 1.1. 
Moored to Buoy Number eighteen in Sasebo Harbor. 
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K&^iiKS OU FiiiiFO^jJICii OF OriUvAWCjj;, i-iAfi&lAL, Al\iD EQUIPMENT, INCLUDING 
AfciMJftlTIQN rlA'^itiir±:^>. 

a. Ships ordnance expended 26 December 1952: 
1. 1685 rounds of 40KM. 

B. Performnce of ship's ordnances: 

1, AA firing exercise was conducted 26 December 1952 with no material 
casualties. 

2, 30 December; improper assembly of breech block on right gun of Mount 
#5 caused the outer cocking lever to break, and burred the sear and 
inner crank. All parts were replaced, 

3, The radar of the i-iK-63 director system sustained the following 
casualties: 

a. 27 December: (Radar II ) Variance of crystal current in trans- 
mitter receiver caused by Tli tube 724B» The tube was replaced. 

b. 31 December: (kadar VIII) Power failure in 115 volt circuit due 
to a bad fuse in tit; i"iK-3 fuse box. The fuse was replaced. 

c. 2 January: Intermittent transmission of range to receiver, also 
indication of no torque on range receiver dial. The malfunction was 
caused by a faulty 6L6 (low emission) tube in amplifier LiK-4 Mod 1. 
The mechanical limit stop for range in the relay transmitter assemb- 
ly also stopped. The tube was replaced and the limit stop set. 

4« Mount £14 sustained the following casualty: 

a. 31 December: Failed to synchronize in train due to a faulty 
amplifier. The amplifier was replaced, 

C. The aa firing exercise on 26 December indicated a need for improvement 
in the accuracy of fire of the port battery, fio firing was conducted en- 
route to Sasebo because 01 inclement weather. 

D. a five point training program for the department has been promulgated. 
The five points are: 

1. General Drills, i.e., G.^. , Loading drills 

2. e-eneral Training Periods, i.e., Lectures, Practical exercises 

3. fidvtincement Training, i.e., Correspondence courses 

4. Personal draining via UsaFI, 

5. school Programs (Fleet and Service) 




Surmiiary of Aviation Ordnance impended: 
TYPE 

1000# GP Bombs 
500# GP Bombs 
250# GP Bombs 
10'J& GP Bombs 
Napalm Bombs 
5" HVhR Rockets 
Hounds 20MM iiffimo 
Piounds 50 cal. ammo 




DECLASSIFIED 

AMOUNT 
39 

eu 
139 

50 

20,820 
30,000 



PART IV 

swry of om ,m ^ TTL£ DiUMG£ 

A. Th d ahi p sustains no Battle Damage. 

B. ^ i, fiict . d on the ^ by sh . ps airc ^ t 



Boats 
Suildings 
Bunkers 
Cavtsa 

Gun Positions 
Radar stations 
Railroad Cars 
Railroad Coal bhute 
tail Guts 

Railroad Locomotives 
Railroad Overpasses 
Rail switches 
.ttoad Bridges 
Road .Cuts 

supplies (In Stacks) 
Transformer stations 
Troops 
Trucks 



CLASSIFIED 



DAMAGED 




2 


u 


103 




2 


5 


4 





1 


3 





1 


33 


-LU 


1 





18 





4 





3 








1 


3 





4 

Large amount 


18 
4 




Octroyed 
1 
50 




1. Operational iiamagd 

aajiL s e °n 29 December. 

a. urid plane suffered class "d» 
2. tan^e r^mtiag from action 
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DEC 



c. One aircraft suffered class "C" damage as a result of a hit in 
the starboard wing by 2QMM AA fir a on 31 December, 

d. One plane received a hole in the cowling as a result of flying 
through debris caused by a rockat blast on 3 January. Damage was 
minor . 

e. One plane suffered a shattered windshield as a result of a hit 
by ZOM'i ah. fire on 4 January. 



f. One plane'received bullet holes in the wing from itA fire on 
U January. 





* DECLASSIFIED- 



PhRT V 



A Performance 

1. Personnel 

Number of personnel assigned to the ship during the patrol, including 
marines was 1123, Personnel absent for various reasons totaled 38 
leaving 1,085 actually aboard during the period. Four marine pilots 
came acoard while the ship was at sea . 

2. ijdu cation 



^duca^oual advancement received continued emphasis as personnel prepay 
for the advancement iii rating examinations. In addition to courses 
a a? 7 ? Bing ut:LLized > nine correspondence courses, four U&aFI courses 
^nd_ twenty-one course books were issued during the patrol. On the iob 
training constituted the largest single phase of the program due to the 
heavy operating schedule, 

^change of officers between units of the United Nations Fleet has prov.i 
to be an interesting and valuable source of training. Two officers from 
this ship were transferred to the British Carrier to observe n ±r Operat- 
lons^ *our officers from various units in the area came aboard for 
training and to observe operations, 

3. Divine Services 

Services conducted aboard during tnis patrol included, four protest ant 
services with two holy communions, one catholic mass, daily rosary 
services one bible class and two Latter uay Saints services. The 
Chaplain from tne ri^.C.b. ^Tii^S^N (DUE-219) came aboard to conduct 
uatnolic jsass* 

4. Welfare jid itecreation 

a h.avy maintenance sch.dul. reduced movie showings to four during this 
period, uach Jfl ovie was attended by a capacity audience. 

luL I ^ h±gh aS U f ° m 0f "cation as evidenced by the larg. 

number of books currently checked out to personnel 

a sugary of the days action, world news ^d sporting events is broad- 
cast over the snips announcing system at noon each day by the Chaplain 
* staff h^ded by the Chaplain, prints a daily paper which is available 
in r tto"T M k U U ^ ng ^ br ^ kfast h0Ur - nd ls distribute to AH Ships 



B. Casualties 

First Lieutenant John B, GOACl t 5 3>49, was declared missing in 

action on 2? December l 95 2. Numerous attempts to rescue LT GO^RY from the 

.u^TvTf m ^ w t t rrito1 ^ ^ d ^ has not been determined that he 

survive to r^ach tne snore. It is considered extremely improbable in view o 
his location in the water, th* circumstances of the attLpted rescue^dThe 
temperature o f the water that he could have survived. " . 
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DECLASSIi-ilD 



P,lRT VI 

SP^Ci^L CQtii'uiNTt, ON DOCl'HINii; aWU OP^aTION.iL RiOC^UJRjiS 
a * rtirrDepartment 
Re commen d ati o n s 

The following recommendations set forth in the action report for 8 
Du cumber through 17 December 1952 remain valid. 

^ a. Operating squadrons should check regularly and frequently condition 
oi M7-17 igniter plug receptacles on all aircraft, and replace as required. 

b. Operating squadrons should renew circuit wiring on all aircraft 
showing release circuit wire deterioration. 

c. Support FatMONs should replace or overhaul defective or deteriorating 
aero 14a, i-iK-55, and i-JC-9 racks on airxraft prior to assignment of replace- 
ment aircraft to combat squadrons. 

Comment 

Three (3) n *w pilots with no previous carrier experience were carrier 
qualified. (Total landings 30). iXiring .carrier qualifications on 5 January 
1953, F4U-4B, iiuNo 97501, sustained probable class "h" damage when it went 
into the starboard catwalk incident to landing aboard. The pilot was un- 
injured. The aircraft was removed from the catwalk using the Le-Tourneau 
crane. 

Comiiinsnt 

i 

The H03S-1 helicopter was out of commission on three occasions during 
flight operations because of an inoperative rotor braky resulting from brake 
snoe failure, bince the rotor brake is designed as a rotor parking brake, it; 
required use in carrier helicopter operation to stop blade rotation subjects 
orake snoes to relatively severe conditions of wear. The HU-1 DET mainten- 
ance records show that six (6) sets of braky shoes have had to be replaced 
during tne last six Months. This vessel has strictly adhered to current 
operating instructions for this model helicopter. 

uecoinmen d-ation s 

a. n more rugged rotor brake shoe should be developed for the H03S-1 
helicopter. It is understood the brake assemblies on more recent models 
have bdyn developed, taking into account the severe demands of carrier 
operation. 

b. Until such tiiiie as a more rugged brake shoe is available, brake 
slices snould be thoroughly inspected before and after each flight, and that 
they be replaced prior to failure. 
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Comment 

The catapult bridle allowance for the CVE-105 Class Carrier contains 
requirements for F6F, F6F, AF, TBfa, AD, and F4U type aircr-sft. In adding 
up the non-usable bi idles , due to the basic fact that only one type aircraft 
can be efficiently operated at any one time, it is obvious chat valuable 
storage space is used for items that will undoubtably never be used on any- 
one particular cruise, 

i.e commendation 

The allowance of bridles for types of aircraft not assigned be reduced 
to two (2J for each type for use in emergencies. Proper bridles can be 
loaded on the basis of type aircraft assigned for forthcoming operations. 
Thus monetary savings will result as well as the saving in stowage space. 

Comment 

Uold weather operational problems were encountered almost continously 
during tnis period, bciieduling ten (10) plane strikes for dawn launch 
presents difficult deck spotting problems to the CVii-105 carrier' during 
extreme cold weather. To insure that the first launch was ready in all 
respects at the scheduled time, the following procedures were considered 
necessary: 

a. Assigned aircraft were spotted on the hangar deck at least four 
(4) hours prior to launch in order to aid in turn-up. 

b. These planes were respotted to flight deck just prior to turn-up 
check-put . 

c. Topping off with gasoline of these aircraft was done on hangar 
deck. 

d. iunrnunition loading except fuzing was done on the hangar deck. 

e. The formation steaded down wind during preparations for launching 
in order to have the least amount of freezing wind across the deck. 
This suostantially improved the efficiency and safety of personnel 
on the flight deck. 
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aircraft handling tractors art; not equipped with visible all-round red 
lighting for night f3.ight, deck operations. This command is placing a snail 
red. light on each fender as -\ pa'ety measure to insure that all personnel 
can s^e the iuovsmerrt of the tractors at night. 



it e c Ou iiiiiui cuit i on 

iiircraft handling tractors should be provided with small all-round red 
lights as a safety measure to insure -that personnel see its movements on a 
blacked-out flight deck. 

Coiwaent 

The hung ordnance summary for the subject period is set forth below: 



19 



10 



29 Total HiUiS 
250# GP 

1 

6 

lOCtf GP 

4 

5 

16 Total Bombs 



Aero JJ+a 



iiero 14^ 
MK-55 



iiero 14 i 
M-55 



10-fauity igniter plugs (S 
ring fatigue, ^ero 17-17 plugs) 

2 -Parted pig tails 

3 -Circuit failure 

4 -Undertermined 

3 -Faulty igniters 
7 -Cut pig-tails 



1 - Circuit failure 
6 - Circuit failure 



1 - Solenoid failure 

3 - Pilot error (switches) 

5 - Circuit failure 



While some Improvement was noted with respect to hung ordnance during thi; 
operating period, the problem remains acute and requires further concerted 
effort for solution. 




Land - Launch Data is tabula yd below: 
Launch es 
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H-2-1 Catapult 


H-4C Catapult 


60 


188 


U,50O 


15,000 


28 


28 


2,650 


2,000 


5 


3 



- 8, #6 - 3, fl - 0, 



Number of Launches 
average Weight Pounds 
average 'Wind Knots 
average Pressure psi 
No. Bridles upended 

Landings 

Number of landings - 266 
average Wind Knots - 30 
CPV psi - 600 
average runout f^et - 114 

Wires Caught - *1 - 49, ^ - 92, #3 - 77 #4 _ 3 6 3 £5 

#8 - 0,. 7 /9 - 1 
Barrier Crashes - 1 
Barriers engaged - 2 & 3 

B. Operations Department 

1. Combat Information Cantor 

]i,t!ff eS ^H° IC + W r^ urran S ud into ^ rotting watch sections of en- 
listed men with a total of s.ven men to a section. There are si* CIC watch 
oincers two .ir Plot Watch Officers, Daring all air operations, there 
is ^ -ar Plot Officer, * CIC fetch Officer, ^nd an air Control Officer on 
wat ch . 

The carrier op.r.tes approximately thirty-five ndl.s from enemy territory 
□unng delight hours. , two plane CP is maintained on station^ to len 
nixes from the ship in the expected direction of enemy air activity. This 

^^ aPPTOXm ^ tw ^- fi ™ in which to effect an intercept of 

approaching aircraft. y 

The major function of CIC during these patrols is control of STRIKE 
groups and ,he defensive CP. fuming strikes .re intercepted by defensive 

oi th. sSp " substantially aid CIC in improving the air defense 
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Ztt^£^»^»^ a ,~ ^t o f trainin, 
2 , iJommuni cati on s 
1, personnel 

Du« to * *ort ag e of trained r,diomen, watches 
port star^a bM is, ^^T^^EStftS* 

^A ^S . ^ is Colder Task ^nt 95.11, the radio 
SEtfS ti,es over « -P«*n«d in operates 

previous to this assignment. 

itsscoiHiiiOitiution: 

- ; _ ......i , rs opting as Task ELe^nt Cormtflndtfrs in the Y«ll°w 

cause of the unusually heavy traffic load in this aro,. 

t -,-f pi Hi 1 " radio school should 

b. The requirements for completion of - ^1. to guard 

be increased to the niui^m poim, n.eessary to -n..oit a 
the slower circuits, 

2. i-iatarial 

The coding machines, although never in an inoperative state, wer 
a constant source of trouble through faulty mechanical operatxon . 

iie cormiiendation 

It is recorded that an additional medium-high frequency transmitter 
and I uddluonal coding -chine be provided in this class snip, ^ the 
ship is opting in the capacity of CTb 95.11 

^ 3. Services 

It was found that requests for services fro,, ma.or relay sb tions were 

defay in receiving a service could have serious consequences, 

. ^ssa** ori.in.ted by this coaaand -^ered as ^ 
group, characters of groups, ^ d ^^^^ ^ r , d fr0 m 1U358Z of 
NUT ILnTT . The date ^ group o 1 tte W ^ s ^ indicato r was changed 

December to 111357a of becemoer and tne fourth ^ss.g, i 




from UH^lLI^ to VICTOh m 



3. Photographic Laboratory 



av.U.bl, aboard th. ship, ' ~ f ^ w ' - ^<^t ass^oly „as not 

4» «.o j rology 

sports. Ito^g OT - " totr , "/° a 1E dim ™lt due to lack of 

to kdop a Jiap s^qu^cb a- -v e - ^^^n j.0001 and 15001, it „ 

outsid, aid is : ^ ^ m ^^le ,quip^ nt " 

r«eiv^ fron ,1^ ^ it ^ ^ than W c^ned ^ 

°« instiled on crl i r?. 13 """id^cd ttat f.cs^uf day are 

' P1 ^- ac tn « ^rliest opportunity. e <^P*«it should 

C 3ngin^ring i^ F aH,a,.nt 
1. Daj.iag^ Control 

tein«- to dump ov!rcoo.ra Thu ? f Ct as "" s -"d clirk.rs int, 

«• was ^xhauswd i,, "r, «"* -rial £l- rBd d „ ^5 - a con - 

^ U Ure, ls ^t.rially incr^ «***>*Loii a Suiting froa 

To ijnprore sa^ty in this incin . jr .. t _, ^ ^ 

o-ing giveIl additional trari l r " thd P^sonnel assign th _ 

^-L- 1 - 0=; rigidly 
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D. Medical Department 

1. First Lieutenant John B, OO..u\Y 3 USi-iCR, 053549, was declared missing 
in action 27 Dec<jnber 1952, 

2, There were no personnel wounded or killed in action during this patro 

3, hedical Statistical Sumniary of «ir Group and ihips Company 

a. admitted to sick list - 155 

b. Total sick days out of 10 possibly working days - 146 

c. Officers admitted to sick list - 1 

d. Total patients attending sick call - 422 

e. Total medical treatments - 667 

f. rati Jits received from oth-r ships - 

g. Patients transferred to hospital - 

h. Number of iidnor injuries treated - 10 

i. Number of major injuries treated - 
j. humour of snip board injuries resulting in aeath - 
k. iiinor surgical procedures - 10 
1. kajor surgical procedures - 

m. Ventral diseases cases and non-specific Urethritis - total - 25 

1. Gonorrhea - 3 

2. Chancroid - 7 

3. Won- specific Urethritis following exposure - 15 
n. Penicillin tablets issued during last port period - 128 

4. kedical statistical auxiliary ^.ir Group Pilots and Crewmen 

a. Pilots t amporarily grounded for medical reasons - 6 

b. Pilots permanently grounded for medical reasons - 
c r iiVerage number days pilots grounded - 2 

d. Crew grounded for medical reasons - 

e. ito, of pilots - 

f . No, of pilots i/lii - 

g. too, of pilots kLri - 1 




H. L. RjriY 



Copy to: 

CiiiO (2) advance 
OlfcCPnCFLT (2) advance 
ClijCP^CFLT i^oiL.TIOK GiiOUP 
COi-iitiVfjj (l) advance 



-33- 



DECLASSIFIED 



COMNjiVFE EViiLUitTIOw GROUP 
COhb^ViMTHFLT (1) advance 
CTF 77 (1) advance 
COi-i«IttPiiC (5) 
COhS'EtiVP^C 
COij^IKJaPJS 
NivVrtL WjJt COLLEGE 
CQtiCiflMV-15 

00, ErtIKBETUP«C (2) 

CO, j-tliiF^PrtC (l) advance 

CG, FkFPnC (1) Advance 

CG, ist H^IKWING 

CO, i*mG 12 

CO, Vh i-312 

CO, Ubb BaT.laN (CVL-29) 
CO, USS xt^uOV,, (OVE-114) 
CO, UUb B^IROKO ( CVE-115 ) 
CO, Ubi "b ICILY (CVE-118) 
U), Ubb KUfcfT CiiUZ (CV£-119) 



LUTH^MTIUTiiD 



£>. 0. ooi.i^ 
CDH, Ubhl 

Operations Officer 
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U.S. S. BnDO^G STRAIT (CVE-Iff) 
c/o Fleet Post Office 
San Francisco, California 
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FLIC^T b&imJLE F OR 27 J±C^3^d 1952 



bUNui^ 0755 



IED 

26 December 1952 
SUKbiT 1730 





NO. 




i'jlssION 


LnUMCH 


Li,ND 




NOTES 


n— ± 


f\ 
z 




CjiP 


0715 


0855 








k 




tiTilIK^ 


0715 


0855 












U-lT 


0845 


1140 


ft j C 




B-4 


2 




spot 


0645 


1140 




On target 0930 - 


B-5 


4 






0845 


1140 




1 Jt/C camera an d 


B-6 














tank 


1, 








1 1 j n 

±_L/fU 


il 


25 g&ls in belly- 


C-7 


2 






1130 


1325 






u-S 


4 




Si'iilK^ 


1130 


1325 






0-9 


2 






1315 


1510 






D-10 


4 






1315 


1510 


,-tjD 




E-ll 


2 






1500 


1730 






E-12 


4 






1500 


1730 






^13 


4 






1500 


1730 




























0730 






iil 1 ships 










1150 






Designated ships 
















(WHITEHEAD) 
















1. 


,,11 


flight with oelly tanks. 







m-C LOuD 



ji - ^Jl ;1 /c with full gun loads. 

B - JJ. VO lOOOr/ /5 sec and 4-100# in s t./NL>. 

- iill V c Napalm and 6-HV~R. 

L> - 2 ,a/C iJapalii; and 6-HV,-tR. 

2 ,t/C 500^ 0.1/.025 and 6-lOQr 0.1/. 025. 
E - jill A /C 500rr / 5 sec and 6-HWlR. 



B. E. COLKITT 
LCDiij USti 
Air Operations Officer 
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Kef: 



u.s.s. bioxjjMJ strut (otS-ii6> d^aAVH^/jd 

c/o Fle^^^^OfJic*. A16-13/50 ^g^g^ 

DFCI ASSIFIED 20 FEB 1953 



From: Commanding Officer, U.ts.'S. BADOiSJG STRAIT 

Commander Task Unit 95.1.1 
To: Chief of Waval Operations 

Via; (1) Commander Task Group NlfJ^Tt-FIVE POINT ONE 

(2) Commander Task Force NB.r,TY~FIVE 

(3) Comoiander bjJItbTH Fleet 

(4) Cqntmander Naval Forces, Far j£ast 

(5) Coiiaiiander in Chief, U.S. Pacific Fleet 

Action Report 11 January 1953 through 21 January 1953j submission 
of 

(a) Art 0705 Navy Regulations 

(b) OpKav Inst 3480,4 

(c) CinCPacFlt Inst 3480. 1A 

(d) CTG 95.1 OpOrder 2-52 

did: (l) Sample Air Schedule 

(2) Aircraft Usage and Availability; Chart of 

(3) Rocket Barrier Diagram 

1. Ill accordance with references (a), (b), (c), and (d) the action report 
of the Task Unit 95.1.1 for the period 11 January through 21 January 1953 
is submitted herewith. The Commanding Officer, U.3.S. BAD02WG 8 TRAIT wait 
Commander Task Unit 95.1.1 from 2100 on 11 January until 2100 on 20 
January of this period. 

2. This report is divided into six parts, as follows: 
PakT I General Narrative. 

PhHT II Chronological Order of Events* 

PASS III Hemarks on performance f ordnance, material, and equipment, 
including ammunition expenditure. 

PAHT IV Summary of own aid enemy battle damage, 

PaRT V Personnel Performance and Casualties, 

PAKT VI ape cla 1 ' Comment s on -Doctrine and Operational Procedures, 

3. Greater detail with respect to aircraft perfonaance u.ay be obtaiijetl by 
referring to ViiA-312 Type "B" Heport Command Diary for December 1952 and 
January 1953* 
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■ KAMS-lfoaa 



IS. 



|HWKiUrlU 




LPO/7T 



a, uuring the period 11 to 20 January 1953, the USS BADOLNG STRAIT (CVE-H6) 
with Vi'iA-312 embarked, operated as a part of TU 95.1.1, Carrier Unit, West 
Coast Blockade and Patrol Group, under the operational control of Coamander 
Task Group 95.1- The Officer j.n Tactical Comn.and was Captain H. L. RAY, 
62691/1310, "u^N who, for the duration of this patrol, was also OTC, West 
Coast in accordance with CTG 95.1 Operation Order 2-52. Ships assigned CTU 
95.1.1 as screen included the USS itOOKo (DD-8O4), USS EdBM (DD-631), KMS 
COWSOiCT (D-76), HaS COCKADE (D-34) and HMCS HaIDA (DDIS-215). Ships assigned 
the screen varied from two to three as units were rotated temporarily to 
uTU 95.1.2 for twenty-four hour periods for night patrols along the enemy 
held coast line and for replenishing enroute. 

B. Vim- 312, commanded by Lieutenant Colonel Robert jL, CAi'iMM, 0?207, USMC, 
continued aboard for operations during this period. Planes consist, ed of 
F4U-4 and F4U-4B types. At the beginning of the patrol there were a total 
of 16 aircraft aboard but replacements received on the third and fourth day 
of air operations raised this total to 24, the authorized allowance. The 
average number of aircraft aboard for the period was 23. Average avail- 
ability was 20, Total number of sorties flown during the nine day period 
was 284 for a total of 637.6 hours, a total of 49.5 hours was over the .;■ 
target time, A single helicopter from Helicopter Squadron ONE was aboard 
as plane guard and flew 44 sorties for a total of 31.4 hours. 

C. The general mission of the United I-Jations Forces operating off the West 
Coast of Korea is to blockade the coast line and control the sea approaches 
thereto. This mission is performed by the ships of TU 95.1.2, the Naval 
Defense Unit; the troops of TU 95.1.5, the Island Defense Unit; and the 
ships of TU 95.1.1, the Carrier Unit. The Island Defense Unit is a most 
important portion of this group since it occupies and defends islands fring- 
ing the enemy held coastline from the HAN rtiver on the South to the TAEDONG 
Estuary in the Worth. These islands are extremely helpful to this Task 
Unit in providing services for aircraft early warning, air-sea rescue, 
intelligence, and guerilla action. The tasks specifically assigned the 
Carrier Unit have been briefed in previous action reports and will not be 
repeated herein, 

D. The BaDOMG STxOi.IT sailed from Sasebo, Japan at 06451 on 11 January 
1953 as directed by CTG 95.1 dispatch 090807Z of January, Gunnery firing 
exercises ware conducted in area GiDiiG-jji. Shortly thereafter three aircraft 
temporarily based ashore at It and. air Force Base for repairs were received 
aboard. These aircraft were led by Lieutenant Colonel Winston i£. J3WS0M, 
07571, Ut>i>iC, who reported aboard as the prospective Commanding Officer of 
Vl-iA-312 for familiarization and requalification in carrier landings. Five 
replacement aircraft assigned from the UbS i&toiit ware flown to the ship via 
Korean air bases but were unable to rendezvous because of weather. These 
aircraft finally arrived aboard 14 and 15 January 1953 . The ship became 

a part of TU 95.1.1 at 1121001. 
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ii. In performing its assigned tasks, the Task Unit continued conducting 
dawn to dusk air operations, operating during daylight in the vicinity of 
37°30' North Latitude, 124°E Longitude and retiring southward for the night. 
However, it was often necessary for the carrier to operate as far Worth as 
33°25 t North Latitude to find adequate ceiling and visibility. Normally 
five deck load launches were made daily at intervals of two hours, with 
approximately 50 per cent of available aircraft in each launch. A two plane 
CaP for TU 95.1.1 was assigned in each deck launch, while a four plane 
TaKCaP was provided once eaqh day for the vessel of CTU 95.1.2 stationed 
in the vicinity of t>0KT0 Island. All STRIKE groups assigned targets in the 
ChODO-iaOhTO area, however, were briefed to assist CTU 95.1.2 whenever their 
services were requested. 

F. During the first several days of the patrol air operations were hampered 
by weather. On the twelfth of January northwest winds as high as 38 knots 
and gusts to 54 with resulting heavy seas precluded air operations for the 
first time since this vessel commenced operations in the Yellow Sea on 29 
October 1952. On the succeeding five days, minimum temperatures during day- 
light hours ranged from 15° to 22°F. kinor technical difficulties resulting 
tuerefrom reduced aircraft availability. Personnel working on the flight 
deck in this weather found it extremely bitter and were slowed down. 
Freezing spray and light snow on the flight deck were also a problem, but 
delayed only one sorties. Thereafter the mercury continued rising until 
minimum daylight temperatures reached 32°F. on the final day of air opera- 
tions. The effect of the temperature on air operations can be gauged from 
the chu,rt of aircraft usoge and availability (enclosure (2)) hereto, It 
should be noted that minimum temperatures are normally experienced during 
daylight hours since the Task Unit retires to the warmer southern waters at 
night . 

G. jjirectives from higher authority required this unit to provide general 
air coverage for troop convoys approaching the li.ChON area from the South 
on 14 January... Coverage afforded the convoys on this date was very general 
indeed since frequent snow showers and low ceilings curtailed operations. 
Three aircraft returning to the ship from K-6 covered the entrance to 
IiuChON harbor during one period of the day. Air operations were resumed in 
the afternoon when improved weather was found to the North, but low ceilings 
and visibility continued to preclude air operations in the sea areas to 

the South. 

H. The Task Unit provided immediate assistance to HSVjS SPAxiiiOW on 15 January 
when she came under fire from shore^ batteries in the vicinity of HAEJU . Two 
returning CaP aircraft were diverted to tht> scene, and provided cover until 
a four plane STRIKE group arrived with full ordnance loads. Photographs 
taken indicated that one gun position was destroyed and one gun position 
and command post damaged by this group and the subsequent STRIKE group 
which attacked them. 

I. The extension of ^^^ice incident to lowered temperatures demanded 
increased air support. Twelve planes struck targets south of HAEJU because 
ice conditions made it difficult for the Frigate operating there to give 



necessary cover to lONdhAB-DO. Close pack ice around SOKTO and CHODO 
opened the possibility of an overland invasion from the mainland and reduced 
the ability of surface ships to operate in and cover those areas. Increased 
reconnaissance of this area «as instituted, and all aircraft transiting the 
area were briefed to establish communication with the ships stationed there 
and to provide assistance if requested. 

J. The difficulties of qualifying pilots for carrier operations in the combe 
area are illustrated by the experience of the prospective coniiuanding officer 
of Vl'iA-312 on this patrol. After his initial landing aboard in a pre- 
frontal rain squall while the ship was enroute to the operating area, he 
was scheduled for CaF in order to conduct his carrier qualification landings 
while strike aircraft were away from the ship. Each time this was attempted 
some unforeseen circumstances of weather, emergency landing, or emergency 
launch precluded practice landings. After two such attempts, and in view of 
his excellent carrier landing technique and previous experience, he was 
assigned regular missions, rie returned from the nine days of air operations 
with nine landings, of which nine were combat sorties. No formal carrier 
qualification landings were wade. 

K. On previous patrols a serious effort was made toward selecting targets 
and then tailoring the ordnance loading on the assigned strike aircraft to 
attain greatest results. Because of the difficulty of rearming during this 
patrol in the exceptional cold weather a modification to this system was 
adopted in an effort to speed up rearmament. For a given period - a full 
day when practicable - targets of a given type were selected for attack so 
that a standard ordnance loading could be used with good effect. This 
system reduced the work load on ordnance crews to a considerable degree, and 
expedited rearming. It is recommended for adoption where circumstances 'are 
appropriate. 

L, On retiring from the operating area on the evening of 20 January, a 
total of 48 fishing vessles were sighted in the prohibited area between 
latitudes 37° and 36° N in the vicinity of longitude 124° 40' S. This is 
a large increase over numoers previously encountered and would appear to 
represent a concerted encroachment on an area reserved for combat' operations . 

a. At 2021001 the BaDOEKG STttAlT was replaced in TU 95.1.1 by the HMS GLORY 
relinquished the duties of 0TC W«st Coast, and retured toward Sasebo in 
company with hiftS 03iitO.iT. Anti-aircraft firing exercises on a towed sleeve 
were conducts by both ships the next day. Upon completion, COKfcORT 
conducted a torpedo firing exercise using the JaDORIG STKaIT as target. The 
execution of the attack and the retirement appeared excellent, but accuracy 
could not be judged since ttt torpedo was not observed from the torgdt ship 
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11 January 

06451/ In accordance with CTG 95.1 dispatch 090607 Z of January 1953, 
the USS 3AiX)iiKG STRAIT (OVE-116), with V&A-312 embarked, de- 
parted 5asebo, Japan for Korean West Coast Operating Areas , 
"MKE" and "NaN", 

11261/ Commenced 4-OKh AA firing on a towfd sleeve in area "GEORGE". 

11551/ Completed 40>iM AA firing having expended 1S23 rounds of l+OMi 
ammunition. 

1335i/ Recovered three VkA-312 aircraft from Itami, Japan. Six add- 
itional aircraft, scheduled to land aboard from K-3, returned 
to base due to weather, 

21001/ rtelieved the HliS UuOHY (CVL-19). Assumed duty as CTU 95.1.1 
and OTC of fiaval Blockade Forces off the toest Coast of Korea. 



Weather Summary: 

Broken clouds with a ceiling of 5000 feet and overcast at 10,000 
feet during the day. 'wind increased from three knots at I63OI 
to thirty-six knots by 20301, and maintained this velocity 
throughout the night. Heavy seas slowed the speed of advance 
to eight knots and prevented rendezvous with other ships of 
Tli 95.1.1 as previously scheduled, 

12 January 

15301/ Arrived in Korean Operating Area "KIKE". 

16301/ Uob ROOKb (DU-804) and HKOS HaIDA (uiJE-215) joined the Task 

Unit. Upon detachment by rii4b GLOiiY on 11 January, these ships 
were diverted to patrols in area "MaN" rather than join SADOENG 
sTxtAlT earlier because of heavy seas. 

... 18201/ Utiti iiii3Ei\l" (iiD-6^1) joined the Task Unit from WHITEHEAD patrol. 

23301/ arrived in Korean Operating Area "jtfAH". 

leather Summary: 

Cloud cover variable oroken to overcast with ceilings of 500 to 
1500 feet, riodisrate snow showers throughout the day. Surface 
winds northwest thirty-two to thirty-eight knots with gusts to 
fifty-four knots, i-iaximum and minimum temperatures were 35° F. 
and 24°F. High seas of sixteen to twenty feet delayed arrival in 
operating area and caused cancellation of air operations. 
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13 January 
07451/ 



Two plane CaP and four plane STRIKE launched. STRIKE group 
attacked and damaged a railroad tunnel near OllGJIN. 

Q&49I/ ^ GS HAliii. (DDE-215) came alongside for transfer of mail and 

personnel* LT John G. *±ARSH/*Ll, HIM, and LT R GARVIN, RW, pilots 
from the r>iS GLORY (CVL-19), came aboard by highline to observe 
air operational 

09121/ USb AiBm (uD-631) came alongside for transfer of mail. 

09301/ four plane aTnlKji launched. Two planes returned from K-6 were 
used as defensive CaP. STRIKE group damaged a railroad tunnel 
and four buildings near GwGJlw. Two planes diverted to K-6 to 
retnove hung ordnance, 

10251/ Recovered 07451 launch plus four ViiA-312 replacement aircraft 
from K-6. 

10501/ rih3 CONSORT (lu?6) joined the Task Unit. 

11081/ Uss ROOKS (UJ-804) came alongside to transfer mail. 

11451/ Two plane CaP and three plane STRIKE launched. STRIKE attacked 
troop villages near sUa'dl-DO destroying two buildings and damag- 
ing three. One plane of the flight spotted gunfire from the 
HhS NEWCASTLE near RONGGANG-NI. 

12001/ ROOKS detached to CTU 95.1.2 for wHITBKEAD patrol. 

12121/ Recovered reminder of 09301 launch plus two replacement planes 
from K-6. 

13451/ Three plane Guniiro Spot group launched. This group spotted 

gunfire for Wis MVOasT LE and attacked troop villages near RONG- 
GaWG-NI. In addition to damage inflicted by ships gunfire the 
flight destroyed three buildings tind damaged three. Flight 
diverted to K-6 due to communication difficulties and marginal 
weather. 

14001/ The primary Air Search Radar (SK) became inoperative. Spare 
parts required for repair were not available aboard ship. 

I4O7I/ Recovered 11451 launch. 

15451/ Two plane CAP and four plane Tar CaP launched. CTU 95.1.2 request, 
ed TaRCaP to attack a gun position in a cave which had been 
firing on CriOBO Island. The entrance to the cave was destroyed. 
One large building was daiiiaged near CH'INiMAMPO. Light AA fire 
was encountered. 
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DECLASSIFIED 



16071/ ttecovered two aircraft that h<jd diverted to K-6 from 09301 launch, 

16361/ iiixBiiiM reported a sonar contact at 38-13N, 124-36£. 

16401/ £iftBEN evaluated sonar contact as non-submarine. 

17321/ Recovered 15451 launch, . 

17331/ Task Unit retired southward for the; night. 

22001/ dA8M reported a sonar contact at 37-32N, 124-3&E, HAIDA designate 
assisting ship. 

22021/ CTU 95.1.1 informed jLKBM of an underwater object listed in CTG 
95.1 Operation Order 2-52 as being in this approximate location. 

22171/ EftBiN reported sonar contact dead in the water with no doppler 
effect. 

22521/ btiBiSiN and HaIDA evaluate sonar contact as doubtful submarine. 

23281/ Final evaluation of sonar contact was doubtful submarine. CTU 
95.1.1 directed lirtBii'ii and HAIDA to rejoin the screen. 

Weather Summary: 

The operating area had low broken clouds with a ceiling of 2000 
feet lowering to 1500 feet by 11001 . Visibility varied from one 
to ten miles in s-ja fog and snow showers. Winds were from the 
northwest at twenty-two to twenty-seven knots. Maximum and 
inininiiim temperatures were 23°F and 15°F. Target area was clear 
throughout the day. 

hission Summary: 

i&ght CAP, four TaRCaP, eleven STBIK2, and three Gunfire Spot for 
a total of twenty-six sorties* 

14 January 

00301/ USS £KBBH (DD-631) and HMCS HAIDA (DiJE-215) rejoined the screen, 

08151/ Two plane CriP and four plane STKIKE launched. Because of low 

visibility and snow showers, it was necessary for the Air Control- 
ler to direct the rendezvous of the STRIKE group. The flight 
then attacked troops and supplies near YCfliAN. Three buildings 
were destroyed with one secondary explosion observed. Two planes 
diverted to K-6 due to marginal weather. 

08361/ J^aIDa Ct±me along side for mail transfer. 

10351/ Commenced recovery of 08151 launch. Snow showers reduced 

visibility to less than one mile, and required radar control of 
planes entering the landing pattern. One plane caught number 
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1 w^^:^v**\r- ■ 
■ * 

Classified 

six Wire and- engaged number three barrier, damaging th© propeller 
and Engine cowling. 

11061/ Completed recovery of Q815I launch. Aircraft' launching operat- 
ions suspended because of weather. 

II3II/ Recovered t,ire.e plains that had diverted to K-6 from 13451- 

launch 13 January, plug, one "COD" TBh. The three Corsairs flew 
convoy cover in the viHnity of LaT's, aKa's and ARM 3 in accord- 
ance with instructions since low visibility in operating area 
prevented TU 95.1.1 UaP from covering the convoy from seaward. 

11521/ -USto : tt(XMUi (DD-804-) rejoined from CtU 95.1*2, WKITBRiiAD patrol. 

12401/ itaBtti detached to CTU 95.1.2 for WHITBHcIAD patrol. 

14001/ light plane a^RIKii launched. Flight attacked a railroad tunnel 
near ChAiiiYOwG. Both entrances to the tunnel were damaged and 
, four rail cuts were Lade. Low visibility and snow showers 
continued in the sc-uthern part of the operating area and prevented 
launching CaP to cover convoy. 

14401/ HAIDa Chopped to CTG 95.1 before being relieved by HhS COCKADE, 
since COCKADE was diverted by CQtoliAVPE to investigate a Japanese 
fishing boat reported in distress. 

15201/ Four plane TatICaP launched. Two planes, diverted to K-6. from 

08151 launch, returned to act as. defensive CAP. TARCAP attacked 
a troop village near hAiiJU damaging six buildings. 

15461/ Kecovered 14001 launch, 

I6031/ CTU 95.1.1 received a flash dispatch from LEOPARD (Army Liaison 
Group on PAJiWGYOMG-DO) requesting an immediate air strike against 
eighty North Korean Troops with three 82Ma guns attacking 
friijndly positions on CHaNGsaN-GOT Peninsula (XC 484192); 

16501/ Four plane aTRIKK launched. Flight attacked troop area and gun 

positions on Cfl^GaidN-GOT Peninsula as requested with unassessable 
damage. One plane was hit in the propeller by small arms fire. 

17273/ iiacovered 15201 launch plus two planes diverted to K-6 from 08151 
launch. 

17471/ Recovered lo50I launch*. 

17401/ Task Unit retired southward for the night. 



Weather Summary: 

The operating area had broken clouds to overcast conditions 




throughput the day with ceilings varying from 15CO fast to 400 
feet in snow showers. Visibility was five to eight miles lower- 
ing at times to less than one mile, in snow showers and sea smoke. 
Surface winds were from the northwest at twenty to twenty-four 
knots. The target area was clear throughout the day. Maximum 
and minimum temperatures were 22Pf and 17°F. Flying conditions 
were marginal to undesirable. 

Hission Summary; 

Four CAP, sixteen sTMKE, four TARCaP, and three Convoy Escort 
for a total of twenty-seven sorties. 

15 January 

04251/ HM3 COCKaDS (D^34) joined the Task Unit. 

07301/ Two plane C*P and four plane STRIKE launched. STRIKE group 

attacked a troop village near UPCH'O-RI destroying nine buildings 
and damaging six. Flight then flew reconnaissance to HAN River 



08271/ COCKajJE came along side to transfer mail. 



09301/ 



09441/ 
10401/ 



Two plane CaP, four plane Armed iieconriaissanee and one TBM 

0OD for K-6 launched. CaF attacked a troop village near UPCH' 
O-KI qestroying six buildings aid damaging four. Flight then >■ 

"S^n « w ?S defen8ive ^* This flight was then sent to 
aid CTU 95.1.6 (to aPHiuiOW) which was being fired upon by shore 
batteries .located on the Oi,GJIN Peninsula. Gun positions were 
strafed with unassessable damage. The flight remained on station 
to cover CTU 95.1.6 until relieved by 11301 STRIKE group. RECCO 
group attacked a troop village North of CH'BINAMPO destroying ten 
Th^n ^ dama « in e ten ' ?our bunkers were destroyed. 

o? aS^?T°i T ^ n T cra3h lnt0 the water three Mlea 

or Island. The plane wag destroyed and survival of the 

pilot was believed impossible. 

recovered 07301 launch. 

CTU 95.1.6 requested TaRCaP immediately. W 95.1.6 (Hto SPARROW) 
was covering mine sweeping operations North of YONGTON Islands 
when enemy shore batteries from the OWJJIN Peninsula opened fire. 



10561/ Defensive CaP departed to aid TU 95.1.6. 

11071/ CTU 95.1.1jeparted to JOC Korea that TaHCaF was being provided 

1*301/ Two plane CaP and four plane STRIKE Uunched. STRIKE group 
reported to CTU 95*1.6 and relieved CAP of the 09301 launch. 
Two gun positions and a command post were damaged on t he OWGJIN 
Peninsula. Light aa fire was encountered with one aircraft suff- 
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eririg minor damage. OaP flight reported to CTU 95.1.6 and was 
released to attack pre-brief«d target. Flight destroyed seven 
buildings in a troop village near QNGJIN then returned to act 
as defensive CUP for TU 95*1,1. 

11551/ necovered four planes of 09301 launch. 

12011/ UiiS MSaH (DD-63I) rejoined from CTU 95.1,2, WHITBR^D patrol. 

1253V necovered four planes of U30I launch and remaining two planes 
of 09301 launch. 

13051/ i&iS CtttoOhT (D-76) detached^o CTU 95.1.2 for WHIT BREAD patrol. 

14301/ Two plane CaP, three plane TkRCaP, and four plane STRIKE launched, 
CaP attacked a troop village near OMJJIN, destroying three build- 
ings and damaging four, flight then returned to act as defensive 
CaP. One plane of this flight remained airborne and joined the 
loOOl launch as defensive CaP. CTU 95.1.2 released the TaRCAP 
to attack a gun position near SC&GHWA. The gun position was 
damaged. Six buildings were destroyed in a troop village near 
KObiGCiahG-tfl. The bTtOKS group attacked a troop village near ' 
SIHCh'UN- destroying eight buildings and damaging seven. 

M57I/ necovered remaining two aircraft of 11301 launch. 

16001/ One plane CaP and four plane aTHIKE launched. CaP was joined by 
one plane from 1^301 launch. aWOKE group attacked a troop 
village near C^wGuYDN destroying nine buildings with one secon- 
dary explosion observed, 

1625V recovered eight planes of 14301 launch. 

17341/ Recovered I6OOI launch plus one plane from 14301 launch, 

18151/ Task Unit retired southward for the night. 

leather omaaary: 

The operating area had broken clouds to overcast ■ conditions with: 
ceilings variable f rem 1000 to 2000 feet. Light sea fog and 
snow showers were in the area. Surface winds were from the north- 
wast at sixteen to twenty-two knots, haximum and minimum temper- 
atures were 23. 5°^ and 15°F, The target area was clear through- 
out the period. 



hission Summary: 

Nine CaP, three TaMCa?, four Annad Reconnaissance and sixteen 
STHIKi: for a totdl of thirty -two sorties. 



16 January ~ 
O7I5I/ Two plans CaP and four plane araiKE launched. STRIKE group 

attacked a troop village near aNhK destroying eleven buildings, 

09151/ Two plane CaP, four plane TaRCaP, and four plane STRIKE launched. 

CaP attacked a troop village .near OhIGJIN destroying three build- 
ings and dauiaging three. Flight returned to act as defensive 
CaP. CTU 95.1.2 requested TaRCaP to attack a gun position. 
Position was attacked with unassessable daaiage. Flight then att- 
acked a troop village near CH«i*iMYJN destr oying five buildings. 
the STRIKE group attacked gun positions on the ONGJIN Peninsula 
that had fired on CTU 95.1^6 on the previous day. One gun position 
and a cominand post were destroyed also a second gun position was 
neutralized, 

0946I/ Recovered 07151 launch. 

1027V Landed one plana of 09151 launch due to an electrical fire. 

11301/ Two plane CaP and eight plane STRIKE launched. CaP attacked a 
troop village and gun position near ONGJIN. Two buildings ware 
destroyed and a gun position hit with unassessable damage. Flight 
then escorted a T3i "CDD" to the ship and remained as defensive 
CaP. bl'ltlKi; group split into two divisions and attacked each 
end of a rail tunnel near £lN¥Cfo-NI. One end of the tunnel was 
closed and the other end damaged. Two planes of this flight 
diverted to K-6 with hung ordnance. 

12091/ Recovered remainder of 09151 lainch. 

12201/ hfoS COCKLE (D-34) detached to CTU 95.1.2 for WHITBRMD patrol. 

12251/ HfoS CDMSOttT (D-76) rejoined from CTU 95.1.2, WHITBREaD patrol. 

13151/ Two plane CaP and four plane STiilKi; launched. One CaP plane 

aborted due to an electrical fire. Remaining plane acted as de 
defensive CaP. STRIKE group attacked a troop village near CHINN- 
AhPO destroying seventeen buildings and damaging four. Light AA 
fire was encountered, 

13431/ Recovered five planes of 11301 launch. 

13521/ Recovered three planes of 11301 launch plus one TBM "COD" from 
Itazuki. 

I4O8I/ Recovered one plane from 13151 launch due to an electrical fire. 

14251/ CONbQhT ' came alongside to transfer mail and personnel. ' The 

Operations Officer and three other officers from his department 




of the USS BaTAAN (CVL-29) came aboard by higliline to observe 
operations of TU 95.1.1. 

15451/ tievai plane STRIKE launched. One Trfa "COD" launched for Itazuki 
via Jti-16 with two pilots of HMS GLORY (CVL-19) and one officer 
from the BniXluNG STRAIT Air Department as passengers. Two pilots 
from GLORY departed after completing observation of 3ADGENG 
sTRaIT Air Operations. The BADOENG STRAIT officer departed to 
attend an Escape and evasion Seminar conducted by the FIFTH Air 
Force in the Joint Operation Center, Korea. The STRIKE group 
attacked a troop village near CH ' INNAKPO destroying twelve build- 
ings and damaging five. 

16001/ Recovered remainder of 13151 launch. 

17141/ Recovered 15451 launch plus two planes that diverted to K-6 from 
11301 launch. 

17501/ Task Unit retired southward for the night. 

Weather Sumi.^ary: 

The operating and target area had varying high aroken clouds to 
overcast conditions with unlimited ceilings, Surface winds 
were northwest at twelve to sixteen knots, liaximum and lainitaum 
temperatures were 28°F and I'tfF. Flying conditions were good. 

i-iission Summary: 

Nine CaP, four TARChP, and twenty-seven STRIKE for a total of 
forty sorties. 

17 January 

07151/ Two plane CAP and four plane STRIKE launched. STRIKE group 

attacked a troop village near CHaNGmYON destroying eight build- 
ings and damaging five. An estimated twelve troops were killed 
and fifteen wounded. 

09461/ Recovered 07151 launch. Flight operations were discontinued due 
to snow showers aid reduced visibility, 

12001/ HhS COCKADE' (D-34) rejoined from CTU 95.1.2, WHIT BREAD patrol. 

12021/ Two plane CaP, four plane f arOAF and four plane STRIKE launched, 
CAP attacked a troop village near SUMjI-DO destroying eight 
buildings and damaging four. Flight then returned to ths ship 
to act as defensive CaP. CTU 95.1.2 released xARCAP to attack 
a troop village near CKaNGNYON, Three buildings were damaged and 
a gun position hit with unassessable damage. STRIKE group 
attacked a troop village near CHANGNYON destroying eight build- 
ings and damaging four . 
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USo ROJKti CDi>-SD4) detached to OTU 9S.1*£ for WHITBRIiAD patrol. 

Two plane GAP and two four-plane STRIKE groups launched. CAP 
attacked a troop village near SUhtWl-DO destroying seven build- 
ings and damaging three. Flight then returned to ship to act 
as defensive CaP. First STRIKE group attacked supply buildings 
near Gti' JKMAMPO. Two buildings were da-jaged and a supply dump 
hit with, unassessable damage. Light AA fire was encountered. The 
second STRIKE grfcup attacked a North Korean Police Headquarters 
near CH'INNa^iFO destroying nine buildings and damaging seven, 

14261/ Recovered L202I launch, 

16001/ Two plane GAP and seven plane 5THIKE launched. GAP attacked a 
troop village near OttGJIN destroying two buildings and damaging 
one. Flight then returned to the ship to act as defensive CAP. 
STRIKE group attacked supply and transformer buildings near ANAK. 
Four buildings were destroyed and two damaged. Blue flashes were 
observed as bombs hit the transformer building. 

16201/ Recovered 14001 launch. 

17261/ Hecovered 16001 launch, 

18101/ Task Unit retired southward for the flight. 
Weather Summary; 

The operating area was overcast with high and middle layers of 
clouds. Low clouds formed after sunrise causing variable ceil- 
ings from 1000 to 8000 feet. Visibility good but reduced at 
times to less than one aiile by snow showers. The target area 
had an overcast at 4000 feet in northern area and at 1500 feet 
in the southern area with light snow. Weather was variable in 
both areas due to a low depression passing two hundred miles 
South. Maximum and minimum temperatures were 32°F and 22°F. 
Flying conditions were average becoming undesirable in snow 
showers. 



12151/ 
14001/ 



tiission Sumrjary: 

ii^ht CaP, four TaRCaP, and twenty-three STRIKE for a total of 
thirty-five sorties, 

18 January 

07151/ Two plane GAP and four plane TaRCaP launched. CTU 95.1,2 released 
TaRCaP to attack a railroad tunnel near CHaWGYON. Entrance to the 
tunnel was damaged and one rail cut made. 



DECLASSIFIED 



09151/ Two plana CAP and. -seven plane aTRIKii latched. CAP attacked a 
troop village near SUfMI-BO destroying six buildings and damag- 
ing four. Blight then returned to the drip to act as defensive 
CAP. STRIKE group split and attacked each end of a railroad 
tunnel near HaEJU. Both entrances to the tunnel were damaged and 
two rail cuts were made. Light AA fire was encountered. 

09441/ Recovered 07151 launch. 

11151/ Two ' plane CAP and four plane .sTkIKE launched. CAP attacked a 

troop village near auWWI-DO destroying eight buildings and dam- 
aging four. Flight then escorted a "COD" TBM back to the ship 
and resumed station as defensive CAP, bTRECE group attacked and 
damaged a gun position and comuand post near fiONGGANG-NI. Flight 
then destroyed three buildings and damaged one in a troop village 
near aUwWI-DQ. 

11341/ Recovered 09151 launch. 

11431/ USa *tim (DD-631) detached to CTU 95.1.2 for ViHITBRiiiAD patrol. 

12401/ . USS ROOKS (DD-604) rejoined from CTU 95.1.2, WHIT BREAD patrol. 

13151/ Two plane CAP and wight plane STRIKE launched, CAP attacked a 
troop village near bUWWl-iX) destroying eight buildings. Flight 
then returned to the *ip to act as defensive CAP. STRIKE group 
attacked a railroad tunnel near HAEJU. One entrance was damaged 
and one rail cut made. Flight then damaged a gun position and 
command post near ROi*GGAwG-NI t 

13351/ Recovered 11151 launch, plus one TBI "COD" from K-6. 

15151/ Two plane CAP and seven plane STRIKE launched. STRIKE group 

attacked two railroad tunnels near CHaNGYON. Entrances to both 
tunnels were damaged and three rail cuts were made. One plane 
of this flight suffered minor damage from small fcrms fire, 

15241/ One THti "COD 11 launched to K-6 with the Operations Officer and 
three other officers from the Operations Department of the USS 
BaTAAN (CVL-29.) aboard as passengers. 

15311/ Kecovered 13151 launch; 

16451/ Recovered seven planes of 15151 launch. 

17211/ Recovered remaining two planes of 15151 launch. 

17231/ Task Unit retired southward for the night, 

16351/ HMS GOCKaDE (D-34) reported a sonar contact, ROOKS designated 
assisting ship. 





16451/ 



COCKADE evaluated sonar contact as non-submarine and was directed 
to resume screaming station. 



20001/ CTU 95*1.6 requested CTU 95.1.1 provide air strikes against troop 
and supply concentration West of YONaN (IB 953926) as it was 
difficult for surface craft to provide necessary cover to Y0NG- 
haE*-D0 Island at night due to ice conditions around the island. 



Weather SusBuary: 

Operating <-nd target areas had unlimited ceiling and visibility 
throughout the day. Winds were from the northwest at eighteen 
knots, hajqpmm and minimum temperatures were 33°F and 29°F. 
Flying conditions were excellent. 

tdssion Sunmary: 

Ten CaP, four TaRCAP, and twenty-six STRIKE for a total of forty 



19 January 

07151/ Two plane CAP and four plane 5TRIKE launched. STRIKE group attack- 
ed a troop village near UijGJIN destroying ten buildings and dam- 
aging five, A command post was damaged near CHANGNYON. 

09151/ Two plane CAP, four plane TaRCaP, and four plane Armed Reconnaiss- 
ance launched. CaP attacked a troop village near SUNWIOX) 
destroying three buildings. Flight then returned to the ship to 
act as defensive CaP. CTU 95.1.2 released TARCAP to attack a 
troop village near CHaNGNYON. Flight destroyed six buildings and 
damaged six. Troops in trenches were attacked near P'UNGSAN with 
an estimated ten killed <*nd ten wounded. Ri&CO group scouted the 
coast northward to riAkCRtON. Flight attacked troop bunkers Worth 
of Cil'INiMAMPO damaging two. Two reveted buildings were destroyed 
and one damaged, 

09331/ Recovered 07151 launch, 

11151/ Two plane CAP and four plane STRIKE launched. CAP attacked a 

troop village near RQi\iGGANG-NI destroying three buildings. Flight 
then returned to the ship to act. as defensive CAP. STRIKE group 
attacked troop bunkers and supplies near ION AN as requested by 
CTU 95.1.6 Two tropp bunkers were damaged and three buildings 
near CHaNG-YON were destroyed. 

11351/ Recovered 09151 launch. 

12011/ HMS CONSORT (0-34) detached to CTU 95.1.2 fer WHITBREAD patrol. 
12401/ USS AiEfii (DU-631) rejoined from CTU 95.1.2, WHITBREAD patrol. 



sorties. 
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13151/ Two plana CAP and two. four-plane SffRIKE groups launched. CAP 

attacked a troop' village necjr Sftj^Wl-DO destroying eight buildings. 
Flight thai returned to the ship to act as defensive CAP, First 
STRIKE group attacked a troop village near T' AST "AN destroying 
twelve buildings and damaging eight with one secondary explosion 
observed. Two -large warehouses were destroyed in a second 
village. Two aircraft suffered minor damage from small arms fire. 
A third aircraft suffered minor damage to the stariward wind as a 
result of striking a wire during pull-up from an attack. The 
second oTRJKE group attacked buildings and revetments near 
T ' A.EjT ■ AN destroying fifteen ouildings. 

13571/ Recovered 11151 launch plus two TBH "COD" planes from ITAZU-KI with 
passengers aboard destined -for the COCKADE and ERBEN. 

came alongside to transfer mail, 

14451/ Transferred three personnel to the COCKADE by helicopter. 

I5OOI/ Transferred two personnel to the iSRBEN by helicopter. 

15151/ Two plane CAP and eight plane STRIKE launched, STRIKE group 

attacked supplies and supply buildings near YONAN as requested 
by CTU 95.1.6, Eight buildings were destroyed and four damaged. 
Three stacks of supplies were damaged, 

15391/ Two TBi "COD" launched for Itazuki. 

15531/ Recovered 13151 launch. 

17281/ Recovered 15151 launch. 

17351/ Task Unit retired southward for the night. 

20141/ CTU 95-1.1 reported damage to troop and supply concentration 

West of YONAN to CTU 95*1.6 as eight buildings with large stacks 
of supplies destroyed and three bunkers damaged. 

Weather Summary; 

The operating area had low broken clouds wittj a ceiling of 2000 
feet. Target area was mostly clear during the morning. Low 
broken clouds moved inland during the afternoon reducing the 
ceiling to 2000 feet. Visibility was good in both areas. Surface 
winds were West northwest at ten to fifteen knots. Maximum and 
minimum temperatures were 34°F and 29°F. Flying conditions were 
average. 

Mission Sundry: 

Ten CrtP, four TaHCAP, twenty-four STRIKE, and four Armed 
Keconnaissance for a total of forty-two sorties. 



DECLASSIFIED 



20 January „ \ 

07151/ Two plane GAP and four plajie TaKCaI* launched. TaRCAP attacked 
two gun positions near CHaNGwYON imaging one position. Flight 
then destroyed a warehouse near oOrtGriwA. 

09151/ Two plane CaP and eight plane STRIKE launched. GnP attacked a 

troop village near QNGJI1\U Two buildings were destroyed with six 
buildings j and a gun position damaged. Moderate AA fire was 
encountered. Flight then returned to the ship to act as defensive 
CaP, ibTRlKS group attacked a troop village near CK'INNAMPO ■ 
destroying two buildings, ( a warehouse, and damaging twelve 
buildings, h gun position was destroyed near sONGHWa and a road 
bridge damaged near tiQNGGUfrP'O-RI. One plane of this flignt 
returned to the ship early due to a faulty magneto. 

09391/ recovered 07151 launch. 

09591/ Recovered a plane from 09151 launch with a deferred emergency 
due to a faulty magneto. 

11151/ Two plane CaP and four plane STRIKE launched. GAP attacked a 

village near CHaNGYuv destroying two buildings and damaging two. 
Flight then returned to the ship to act as defensive CAP. STRIKE 
group attacked a troop village nar UPCH'O-RI destroying four 
buildings and daiaaging four. 

H341/ Recovered remainder of 09151 launch. 

12001/ HMS COCKiiDE (D-34) detached to CTU 95.1.2 for WHITBRSAD patrol. 

13151/ Two plane CaP and eight plane STRIKE launched. The STRIKE 

group split into two divisions. The first division attacked a 
troop village near CTri'IMufoPO destroying twenty five buildings, 
'i'he second division attacked warehouses near T'a^T'AN destroying 
three warehouses and eight buildings . Two plane CaP group depart- 
ed for K-6 f at the conclusion of their mission, to accomplish 
overhaul of aircraft electrical firing circuits. 

13361/ Two Vi'i*i-312 pilots were transferred to the for further 

transfer to the GLORY to observe air operations. 

15151/ Two plane CaP and eight plane STRIKE launched. STRIKE group 
attacked a troop village near UPCH'O-RI destroying thirteen 
buildings and damaging six. 

15301/ Recovered remainder of 13151 launch. 



16551/ 



Recovered 15151 launch. 



16561/ Set a course southward for Sasebo. 

17421/ UiiS ROOKS (IHJ-304} departed to investigate three fishing ves&ol* 
at 36-54N, 124-30E. 

18001/ ROOKS ordered to excort fishing vessels out of prohibited area 
and then rendezvous with IBS GLORY (CVL-19). 

18191/ ERBEN returned from investigating fishing vessels. 

20301/ iittBEN chopped to HMS GLORY. 

20461/ CTTJ 95.1.1 reported the presence of forty-eight fishing vessels 
between 36-OQN and 37-OQN, 124-40E, action to CTU 95.1.2 with 
information to CTG 95.1 and GLOHY, and that HOOKS was detached 
to clear the area of fishing vessels and join HMS GLORY later. 
The majority of the vessels are believed to have been South 
Korean, some of which had departed KUNSAN on 19 January with 
intentions" to remain in the area for five days. 

21001/ Relieved as CTU 95.1.1 artf OTG West Coast by HMS GLORY, 

22421/ rtQOKS reported a large fishing fleet anchored at 36-23N 124- 
50E. 

- Weather Summary: 
Low broken clouds in Irjth operating and target area produced a 
ceiling of 2500 feet. Visibility was good except in snow showers 
and ground fog along tise coast and the southern target area. 
Surface winds were west northwest at nine to fifteen knots. 
Maximim and minimum temeratures were 350F and 32°F. Flying 
conditions were average lowering to marginal in snow showers. 

Mssion Summary: 

Ten CaP, four T/iftCuP, And twenty-eight STRIKE for a total of 
forty-two sorties. 

21 January 

10401/ Commenced 40MM ^ firing on a towed sleeve in area^G-tDRGiS". 

11531/ Completed 40MM An firing on a towed sleeve, ri total of 3029 
rounds of 40KM ammunition was expended. Three target sleeves 
were knocked down and a fourth one was hit. 

13131/ HMS C0l\lb0RT (D-76) fired a practice torpedo using the USS 
BaDOBIG STRhIT (CV.c-116) as a target, 

13321/ CONSORT detached to recover torpedo and proceed independently 
into Sasebo Harbor. 



17111/ Moored to buoy number eighteen in Sasabo,,Harbor. 



bhips ordnance expended 

1. 11 January 1953 - 1829 rounds 

2. 21 January 1953 - 3029 rounds 

B. Performance of ships ordnance 

1. AA firing at a towed sleeve was conducted on 11 January with no 
material casualties. 

2^ ah firing at a towed sleeve was c6nducted on 21 January with the 
following material casualties: 

a. hount £2 - Three j.isfires 
hount Hk - One misfire 
hount v9 ~ One misfire 

The- Misfires were caused by defective primers. No data on lot 
numbers could be obtained as ruixeti reworked lots of 40^ amoiunition were 
being used. All safety precautions were observed and the misfires were dis- 
posed of with no difficulty. 

b. The left gun of Mount #3 jammed. A new round was lowered before 
a fired round had cleared the loader causing the gun to jam. This casualty 
was caused by worn contact shoulders of breechblock and extractor. The 
extractors were not getting enough impulse from the opening of the block to 
kick the shell out with sufficient speed. The breechlock and extractors 
were replaced, 

3. The i-JC-34 ttadar of the MC-63 director oysteni sustained the following 
casualties during the patrol. 

a, 11 January (xtadar - 7) - T and £ dot failed to respond to the 
signal generated by the bearing dial (in search position). This was caused 
oy a faulty tube 6H6 (V-13) shorted in the target acquisition unit. The* tube 
was replaced, 

4. Other casualties sustained during this period: 

a, 4 January - i^ount ?ro and #8 failed to synchronize in elevation. 
This was caused by an open 52 lead on thirty-six speed synchro on terminal 
board at director pedistal. The l~ad was connected. 

b. 14 January - aount if 5 firing circuit failed to operate in local 

I < or automatic. This was due to a broken firing clutch rocker arm. The rocker 

arm was replaced. 



decussififp 
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C. The two AA firirg exercises showed Improvement over previous firing. 
Three sleeves were knocked down and a fourth hit, during the exercise on 
21 January. 

D. Target acquisition and loading drills were held during Ui« patrol, 
i. Listed below is a summary of aircraft ordnance expended* 



TXPa AMXJNT 

lOOOfr- GF Bombs 42 

50%-' OP Bombs 87 

500# SAP Bombs ,4 

2$0fr- UP Bombs 148 

100^ GP Bombs 446 

i^apalia iioiJjs 99 

5" iitfAti riockets 654 

hounds 2Qrtii iimmo 24j800 

iiouhds 50 cal ammo 41,700 



bUi-jL.ut.Y Or' QVjN *ND iftii&Y. B^TTLa Jiu^iGii 



A. The ship sustained ao battle damage, 

B. iJamage inflicted on ships aircraft 
1, Operational iJamage 

a. One aircraft suffered a damaged propeller and cowling on 14 
January as a result of catching number if 6 wire and engaging two barriers. 

2* Jaaage resulting from enemy action.. 

a. One plane suffered minor damage to a propeller on 14 January 
from small arms fire. 

b. One plane suffered minor damge, consisting of bullet holes in 
the wing, on 15 January from enouy small arms fire. 

c. One plane suffered minor damage, consisting of bullert holes in 
the fuselage, on 1& January from enemy s m all arms fire. 

d. Two aircrait suffered minor damage, consisting of bullet hales 
in the wing, on 19 January from me ray small arras fire. 

e. One plane suffered minor damage to a wing on 19 January as a 
result of striking a wire during an attack. 



C, Damage inflicted on eaiemy bj ships aircraft 



jJEbTiiOYED 



Buildings (troop) 


156 


307 


dunkers 


5 


4 


Oaves 


1 





Comiaand Posts 


3 


1 


Gun Positions 


7 


2 


Power btations 


1 





hail Outs 


11 





liailroad Tunnels 


8 


1 


rioad Bridges 


1 





supplies (^tacked) 


Large Jiniount Dainaged 


22 


Troops 


25 


Warehouses 


10 


9 
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A. Performance 
1. 



The number of personnel on board during this cruise including the 
harin^s was 1091. The spirit and morale of the crew was demonstrated in 
the collection of funds for the torch of Dimes. A total of $3,657.00 _wbs 
collected in the drive, during the first two weeks. It is anticipated that 
the final collection will exceed ^OOO.-fl). One division averaged more than 
fourteen dollars per man in the division. 

2. Hill cat ion 

listed personnel are currently enrolled in nineteen officer corres- 
pondence courses, one hundred forty-two enlisted correspondence courses, 
?nir£-one Ut*? I courses and a total of two hundred thirty-four courts books 
arf checked out for study. Lectures and on the job training as well as 
Individual study have been increased in preparation for the coming advance- 
ment in rating examinations. 

3 * S^vices^ndtcted aboard during this patrol included, thr^e protest- 
ant services, one Catholic mbs, daily Hosary services, two Latter Day 
Saints services and two bible classes. 

Li hecreation . „f 

Books from the ships library constituted the most active form of 
recreation, hovie showing, were limited to three during the patrol because 
of aircraft maintenance requirement*. The Chaplain continued nis usual 
broadcasts of local news, world news, and sporting events over the snips 
announcing system each day at noon, a newspaper is printed each day and 
copies are distributed to other ships in the Task Unit. 

B. Casualties 

1. There were no personnel casualties during this patrol. 



■i 
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SPiDClAl} CQk-iiJiTa ON iJOCTKXm^ OPiSKATIONftL PiiOCSDUHiS 



A. Air Department 

Comment . 

During this operating period, the task unit contended with the coldest 
weather so far encountered. Temperatures for about feur consecutive days 
ranged from a low of 12°/ to a high of 18°?. Severe working conditions 
were experienced, particularly on the flight deck, with winds at launching 
periods ranging to 38 knots over the deck. This imposed delays in rearming' 
and in effecting minor aircraft repairs or adjustments oh the flight deck. 
This situation was alleviated considerably by positioning the ship for 
commencement of the days operations eo that the ship could be headed down- 
wind during rearming* 

He commendation 

On oelow freezing temperatures or with high winds carrier task units 
should position in advance of starting flight operations bearing in mind 
the desirability of running down -wind between recovery and re spotting so 
as to create, as nearly as possible, a no-wind condition over the deck, 
thus giving handling, gaging, and loading crews more favorably conditions 
for expeditious rearming, also, time allowances in scheduling should be 
increased to compensate for gruatly increased human efforts required in 
decreasing temperatures* 1 

Comment 

The present light weight colored helmets used to designate flight 
deck operating groups are not sufficiently warm in temperatures below 30°F, 
The main discomfort was about the ears. Several men used wads of cotton 
or sewed in powder puffs to alleviate this discomfort. 

Recommen dat ion 

That colored winter flight deck helmets be developed that are of 
sufficient warmth to provide necessary protection sub-freezing tempera- 
tures. These hejjaets 3hould contain loops wherein goggle straps may be 
interlaced to avoid loss by slipstream pressure as goggles are quite 
necessary for plane directors and chaulkmen. Also, small but firm visors 
could be incorporated which would tend to lessen the wind pressure at the 
eye level while at the same time providing non-glare characteristics needed 
on sunny days. 

Comment 

ijue to the infrequent but exceedingly dangerous situation resulting 
when hung-rockets become detached from an aircraft on an arrested landing 
the HaIXMIG i'fttjuT, in December 1951, developed the "FEUSDERICKS" Barrier. 
This barrier consited of several cargo nets rolled and tied which were 
strung across the flight deck manually whenever aircraft to be recovered 
were carrying hung ordnance. It necessitated a minimum of eight (8) per- 
sonnel to open and close this barrier* itecently the BADOiSlG STRAIT 
developed and is now Using the ^IftI3U rt Barrier Which has certain advantages 
over its predecessor. This new barrier is attached to and operates on the 



Number 4 Barrier stanchions (illustrated in Enclosure (3)). Its advantages 
are; 

1. Wo personnel are involved in the handling of the net after it is once 
rigged. 

2. Aircraft can be taxied and towed across it. 

3. it is always in position when the barriers are up even though a pilot 
fails to notify fLI CON of his hung ordnance. 

4. Rising involves a maximum of fifteen minutes on the first operating 
day. * 

5. It stops the rocket closer to the jettison ramp where it can be 
disposed of ji.ore quickly. 

lieco mmendat ion 

a more permanent net using the principles of the "IiiliH" Barrier should 
be developed U3ing a strong wear-resistant stainless steel or galvanized iron 
wire netting. For lack of better materials this original net is constructed 
of layers of cotton and nylon two (2) inch tape. This has proven servicable 
but it is not totally resistant to the rough wear and tear imposed by constant 
use during aircraft operating periods, or to weather deterioration. 

Conine nt 

Yielding elements at the number one, two, three, and four cross-deck 
pendant s are high-rate replacement items due^ to the punishment given by 
landing aircraft, bince 1 October 1952, eleven (11) elements have been 
broken, bpares have been difficult to obtain necessitating exchanges with 
elements in areas where less abusive use occurs - namely those outboard on 
the number niiie, eight or seven wires. Temporary rigs are installed at 
these locations until replacements are obtained. 

itecommendation 

Yielding element spares should be increased in the forward area supply 
activities where continued operations quickly depletes allowances. The 
allowance for the ship is six (6). 

Comment 

This trip to the line again required (LiiiQUAJL, operations. Only one 
pilot, the new Commanding Officer of Vi^-312, was in need of refresher landing: 
it was therefore, decided to carry out requalificdtions during his assign- 
ment to a uaP mission in order to perform a minimum amount of non-operational 
activity, however, due to unfavorable sea conditions a landing period was 
aot scheduled. Therefore, as time progressed under these same conditions 
the pilot found himself completing his eighth coubat mission as he completed 
his eighth refresher landing. 
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Comment " r 'tU 
F4U-4B BuNo 97410 -ingagud nuL.jer acvon pendant, receiving & ninety foot 
runout and engaged b^rri^rs numbur two gad threu. Both wires of number 
throe barrier were replaced because of kinks, . One barrier support pendant 
parted and was replaced* The propeller, epa«d ring, and dive brakes of 
the plane were damaged. 

Comment 

a suuuaiiry of hung ordnance for this patrol is listed below: 

M-55 Electrical Circuit Failure 
Aero 14a 



HVaR 
17 
8 

25 Total HVaR 



BOjjiHS 
250# 

1 MK-55 Electrical Circuit Failure 

1 Aero 1UA 



lOOfr 

3 iSlectrical Circuit Failure 

-■2 Aero 14A 

7 Total Bombs 

The previous recommendation, that faulty release circuits be overhauled 
or repla&dd is still applicable. This program currently in affect has 
resulted in a markedly decrease in the amount of hung ordnance. 



Land - Launch Lkta: 



1. Launches H-2-1 Catapult H-4C Catapult 

Number of launches 127 151 

Average Weight Pounds 15,000 ' 14,900 

Average Pressure psi 2,900 2,900 

Average "Wind Knots 29 29 

Number of Bridles Expended 6 7 



2. Recoveries 

Number Landings - 285 
Average Wind Knots - 31 
CPV psi - 625 
Average runout feet - 112 

Wires Caught - #1 - 54, #2 - 113, #3 - 62, #4 - 42, #5 - 10, #6 - 3, 

#7 - 1, m - 0, #9 - 0. 
No. Barrier Crashes - 1 
Barriers engaged - 2 fit 3 



B» Operations Department 



1 , Communi cat ions 

a. Personnel 

, as indicated in previous reports, the shortage of trained 
radiomen continued to create a hardship. 

rtecoua&enddticn 

That escort carriers operating as Task Unit Conmander in the 
Xeliow £>ea be provided four (4) rated radiomen above the fleet average 
because of the unusually heavy traffic loading in -the area. 

r 

b. Training 

Progress in training was evidenced by the rapid improvement 
by all strikers in that itU broadcasts are now guarded by strikers and one 
striker has qualified as a regul a r operator on all circuits. 

c. Material 

One electric coding machine could not be utilized for encoding 
due to mechanical failure. This machine has recently been overhauled but 
it still failed to operate properly, ilie loss of one machine hampered the 
flow of both outgoing and incoming classified traffic. This further 
substantiates a previous recommendwtion, that an additional coding machine 
should be provided tuls class ship when operating as CTU 95.1.1. 

2, Photographic Laboratory 

a total of twenty successful photographic sorties were flown during 
this patrol, A K-25 camera POD mounted on a wing pylon was used. Most of 
the photographs were made at a low altitude to evaluate attack damage and 
identify prospective targets, a total of 668 exposures were made and 123 
prints were produced from these exposures. 

3 * Aerology 

Difficulty in gathering weather data from outside sources continued 
on this patrol. uA'IT circuits operated about forty percent of the tin.e during 
the patrol. This was due to weather, weak signals } and ice forming on 
antennas, a shortage of radiomen prevented manual copying of these circuits 
except for two schedules a day. One schedule of upper air analysis and one 
of surface analysis from CtaQ, The weather plane from Japan failed to arrive 
or to contact the ship during many of the nightly weather reconnaissance 
flights. Fascimile equipment would do much to relieve the weather information 
situation in "the Yellow bea, 

C, ihgineering Department 



1. iSlectronics 

The SK-3 Air Search Kadar was out of commission for a period of five 
days due to a failure of the rotating joint in the antenna. The copper 



conductor leading to the rotating antenna joint was seized by the joint and 
twisted until it parted. 

The twisting caused a shifting of all the conductors in the antenna 
assembly resulting in severe splits in the conductor and four shorts from 
the conductor to ground. There are no spares for this assembly carried 
aboard, however, repairs were effected by straightening bent sections, silver 
soldering splits and inserting copper sleeves in the places where the twisted 
sections tuid to b*= removed. It was impossible to get all of the kinkB out of 
the conductors. The line now meggers the required five hundred megohms up 
to the point where the conductor enters the antenna feed horn. From there to 
the radiating element there is a direct short to ground,. Repair of this 
Bhort was considered impossible while the ship was underway. When the gear 
was activated, normal targets appeared but the power output of the radar is 
still very low* 

The damaged conductors in the SK' Antenna will be replaced in Sasebo if 
spare parts are available at tile tender. 

D, Medical Department 

1; There Here no casualties during this patrol. 

2* hedical Statistical Sumuiary of Air Group and Ships Company 

a. Admitted to sick list -34 

b. Total Bick days out of 10,910 possible working dayB - 122 

c. Officers admitted to sick list - 1 

d. Total patients visits to sick call - 508 

e. Total medical treatments - 1840 

' f. Patients received from other ships - 
g. Patients transferred to hospital - 1 
h* Number of minor injuries treated - 37 
i. Number of major injuries treated - 1 
j.' Number of shipboard injuries resulting in death - 
k. foinoi- surgical procedures - 3? 
1. hajor surgical procedures - 1 

m. Vaneral disease cases and non-specific Urethritis total - 28 

1. Gonorrhea - 3 

2. Chancroid - 

3. Non-opecific Urethritis ' following exposure - 25 
n. Penincillln tablets issued la3t port period - 114. 

3. nedical Statistical Summary of Air Group Pilots and Crewmen 

a. Pilots temporarily grounded fbr medical reasons - 2 
. b. Pilot- s permanently grounded pending medical evaluation - 2 
c. Average number of days pilots grounded - 2 



d. Crsw grounded for medical reasons - 3 

e. No. of pilots KlA - 

f. No. of pilots WlA - 




Operations Officer 



Copy to; 

CNO (2) Advance 

CINCPaCFLT (2) Advance 

CINCPaCFLT EVALUATION GHOUP 

CMaVFE (1) Advance 

CDi^aVEE JiYAUJATION GHOUP 

UOi^Vi<l\lTHFLT (1) Advance 

OTF 77 (1) Advance 

QOhaIRPaC (5) 

CO**b£EVPAC 

CQhFAltiJAP 

NaVaL w*H COLLiijGE 

COi^C>uU3IV-17 

CO, FrIHBETUPaC (2) 

CG, ixlJiFl-iFPaC (l) Kdvance 

CG, FhFP*C CD Advance 

CG, 1st i-iiJinlnrt'iivG 

CO, i-iiiG-12 

CO, Vh*-3L2 

CO, Ua£ BriTAAh (CVL-29) 
CO, Ubj itiiMIJOVrt. (CVE-JM) 
CO, UBS B*IKOKO (CVE-115) - 
CO, Ui£> SICILY (uvs-na) 
CO, Uiib POINT ptlUZ (GVJi-119) 



c/o Fleet Post Office 
San Francisco, California 



19 January 1953 
FLIGHT SCHEDULE FOR 20 JaNUaRY 1953 



SUNRISE 0755 
SUNSET 1754 



MOONRISE 1037 
MDONSET 2345 
PHASE New Moon 





NO. a/C 


MIS3I0N 


LAUNCH 


LhND 


aMMO 


MOTES 


A— 1 


2 


P -"D 


U/15 


07*-) 


-A 


1 t /p CUT) 
J. A/ Lp DAlt 


A-2 


4 


TaRCaP 


0715' 


0925 ' 






R_Q 










A C 


1 a/C SaR 

^ fiy u unit 


B~k 


8 


STRIKE 


0915 


1125 


A,D 










1115 


1325 




1 il/P, SAR 


u— o 




RECCO 


1115 


1325 


A J \J 




D-7 


2 


CAP 


1315 


1525 


A,C 


1 a/C SaR 


D-8 


8 


STRIKE 


1315 


1525 






E-9 


2 


CAP 


1515 


1730 


A 


1 a/C SaR 


E-1Q 


8 


SfriIKE 


1515 


1730 


A,B 










HELICOPTER 










GUaRD ImaIL 0900 






All ships 






GUiUiD WaIL 1135 






WHITEHEAD 



NOTE 

1, All a/C 100 gallons in belly tanks. 
AhKO LOaD 

a - a11 a/C full gun loads. 

B - Half a/C Napalm and 6-HVaR. 

Half a/C 500# ins t./. 01 and 6-lQ0£ ins t./. 01. 
C - -ttll a/C Napalm and 0-HV.Jt, 
V - all a/C 50Ctf inst./.Ol and 6-100* inst,/.01. 



B. E» COLKITT JR. 
LGEft, USH 

Air Operations Officer 
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^LOLMOOlMtU c/o Fleet Poet Office *l6-13/30 

San Francisco, California Ser: ■ 

■ U08 

■ ■ ; v!4 MAR 1953' 

From: Commanding Officer, BADOliNG STRAIT (CVE-116) and 

Commander Task Unit 95.1.1- ' 
To: Chief of Naval Operations 

Via: (1) Commaiider Task Group NINEHMIVi; POINT ONE 

(2) ■ Commander Task itorce tilhilT-FIVE 

(3) Coiuiiiander btViiiMTH Fleet 

(/)} Commander Naval Forces, Far Ealst 

(.5) Comniander in Chief, U,-t>, Pacific Fleet 

bubj: action Report 28 January through 6 February 1953; submission of 

fief: (a) Art 0705 Navy, Regulations 
lb) GpNav Inst 34 SO. 4 

(c) ClnCPacFlt Inst 3/*S0.1A 

(d) CTO 95.1 'OpOrder 2^53 

iir.cl: (1) sample Air Schedule 

(2) Aircraft Usage arri Availability; Chart of 

(3) 

1. In accordance with references (a), (b), (c), and -(d) the action report 
.if the Task Unit 95»1<>1 for the period 28 January through 6 February 1953 
is suboittad herewith. The Qoffltaaiiding Officer, U.ti.S. 8/iDQjiNG STRAIT was 
c .lender Task KLemart 95.1.1 from 2100 on 2B January until 2100 on 5 
'■Voruai-y of ties period. 

This report :s rti\n,ded into six parts, as follows: 
Part. I L-e.rer-' 1 ^ Narrative. 

Part II ■ Civoom logical Order of Events* 1 

Part III hjnar:^- on performance of ordnance, material, and equipment , 
inT-IuLLl' 1 .^ auar'uniticn expenditure. 

Part IV Vuvra*- ¥ cf own and a» anas'" battle damage. 

Part V 1-3; so; ;n el Performs -nrd and Casualties, 

Part VI Suociil. Connienta tn Doctrine and Operational Procedures. 



1 



3. Greater d&t±il with respect to aircraft performance may be obtained by 

or ring to VXA-312 Type "B !l import Command Diary for January, apd/ 
February 1953. 



PAltT I 




wed 



a. During the period 28 January through 5 February 1953 , the USS BADOiiNG 
STKaIT (CVE-116) with VMA-312 embarked, operated as a part of TU 95.1.1, 
Carrier* Unit, West 'Coast Blockade and Patrol Group, under the operational 
control of Commander Task Group 95.1. The Officer in Tactical Command 
was Captain h. L. iuZ f 62691/1310, USN, Connaanding Officer, USS BADOENG 
tiTlUi.IT, who, for the duration of this patrol, was also OTC, West Coast in 
accordance with CTG 95.1 Operation Order 2-52. Ships assigned CTU 95.1.1 
as screen included the Hb3 CONSOKT (D-76), HkS GOfifUS (D-20), USS BOOKS 
(DD-804), USS Um-ih (iiS-449), USS C0I.T.FTT (DD-730), HMS AW2AC (DD-10) and 
hkCS ATiUBASGkN (DDE-219). Three ships wore available for screening 
purposes as the fourth ship was provided to CTU 95.1-2 in rotation from the 
screen for twenty-four hour periods for nigii patrols along the enemy held 
coast line, replenishing enrouta. 

3. Ti-iA-312, commanded by Lieutenant Colonel W. E. JEW30N, 07571, USHC,. 
continued aboard for operations during t his period. At the beginning of 
the patrol there were 22 aircraft on board but three additional aircraft 
were received on the second day of air operations, increasing total to 25 
Lircraxt, The average number of aircraft aboard for the period was 23-5. , 
n veraaa availability was 17.5. Total sorties flown for the eight-day period 
were 336 for a total of 686.3 hours. A total of 173 hours was over the 
target time, a single helicopter from Helicopter Squadron ONE was aboard 
as plane guard and flew 62 sorties for a total of 44*1 hours-. 

C„ The general sdasion of the United Nations Forces operating off the West 
Coast of iiorea ie to blockade the coastline and control the sea approaches 
thereto. This ui3sion is performed by the ships of TU 95.1.2, the Naval ' 
Defense Unit; the troops- of TLT 95.1. 5, the Island Sefense Unit; and the ships 
of TU 95„l,lj the Carrier Unit . The Island Def ense' Unit is a aost .important 
portion of tlj.3 group since it oo-'Upies and defends islands fringing the 
Cney^ held coastline froii* th® rlAS( Hiver on the South to the TAEDGEG .Estuary 
In the ftorth. iher.t ikl^nde are extremely helpful to this Task Unit in 
■nrovidd r-ci s .jrv^^ta ;jr aircraft early warning, air-sea rescue, intelligence^ 
Ljoi- s'*ieriila u^tior.,. The casks specifically assigned the Carrier Unit have 
■'■■den biiefed in previous action reports and will not be repeated herein. 

D, The 3a Jul J affiHfclTj with HMS O>HS0ttT (D-76) in company, sailed from 
Sasebo, Japar , at Co3&I, 23 January. 1953, as directed by CTG 95.1 dispatch 
260629i of J£.:iifiryv Heavy pre-frontal squalls caused cancellation of the 
gunnery 2xe:.»cises scitedulud for -irea G^DRGiC. Because of heavy northwest 
swells the Hhb -(jOwiOiiT was ; unable to paintain .station, dropping behind the 
BaiX)J!h& j-THaIT and rsioined the following day. The BADCENG STRAIT became 
a .part of TU 95.1.1 when tne Conmiandirig Officer assumed the- duties of CTU 
95,1.x and OTC West Coast at 2621001,' - 



Bhmi DECLASSIFIED 

E. In performing its assigned tasks, the Task Unit continued conducting 
(lawn ta dusk air operations, operating during daylight in the vicinity of 
370 45* North Latitude, 124* 5 East Longitude, aid retiring southward for 
the night. However, it was sometimes necessary for the carrier to operate 
$.s far i'jorth aa Latitude 33° 20' to find better weather. Normally, five 
deck load launches were made daily at intervals of two hours, with approx- 
iiiiatuly 50 percent of available aircraft in each launch. A two plane CAP 
for TU 9>.1.1 was assigned in each launch, while a four plane* TaRCAP was 
provided each day for the vessels of CTU 95.1.2 stationed in the vicinity 
■sf yJfCTO Island, iill strike groups assigned targets in the CK0jlX)-30KT0 
area, however, were oriefed to assist CTU 95.1.2 whenever their services 
irft^re requested. 

^ Weather during the entire eight day patrol was good to excellent for 
flight uperations. Temperatures during daylight were somewhat warmer 
than previously experienced and ranged from 19°F to 37°F with an average 
of about 27°F. aU scheduled flights 'for the ontire eight day period 
t/rere : lriiachsd as planned. 

9. ..With a full moon prevailing, two "early early" fpur plane sorties, 
launched at 0615, were mads during this patrol, one on 31 January and the 
second on 2 February. These flights divided into two two-plane sections 
io recoimoiter the road and railroad lines of connminication between HA£JU 
and Ch'L^^iPO. Ths first sorties destroyed eight trucks, damaged, two, 
and reported c convoy pi 1 trucks stalled in the area. A later strike group 
destroyed one of these trucks and damaged the remainder* The armed reconn- 
aissance flight of 2 February was less successful since only three trucks, 
v/ere found and destroyed, however, five buildings were also destroyed near 
i-iiojJU , vita ore secondary explosion observed* The scarcity of road traffic 
not yd oil this J'iight i3 believed to have resulted from a 3-29 attack which 
occurred in tho vicinity immediately before the Corsair flight* 

i Two aircraft were lost during the patrol. On 29 January the Corsair 
o:\loted by Captain ..J.^cander WATbOJl, USMCR, developed engine trouble imraed- 
■" i.iely after catapulting and ditched n«ar the life guard destroyer. The 
...\lot was recov;-!r-id uninjured by helicopter within two minutes. On 31 
.'■ _:.nu.airy the Cot =aix piloted by Captain 'West rick 'iYOiiRI^, Uo&CR, was struck 
ir Lhd engine by *A i±re while participating in a successful attack against 
i Mil bridge -y^r Ciin^JilOrAi. Captain IvtOKHlb made a whsels-up landing on 
ti : <i emergency c^udh stvip at CHODO and was later returned uninjured to the 
ship by heli sorter, r, .he aircraft received additional minor damag-j on land- 
ing. 

1„ Unueu^lly ... jed results were abtainud in strikes against rail bridges on 
.31 January, la the .tiorning, one four plane strike group dropped a span on 
a rail bridge oHa121YQ1\iG with one direct hit witn a 1,000 lb bomb. A 

latk^r eight pline strike group destroyed another rail bridge in this 
vicinity vdth t.inree : direct 1^000 lb. bomb hits. 



J. On 3 February an intensified attack schedule was attempted in order to 
ascertain the capability of tht* ship to mount such a schedule and determine 
organizational weaknesses. It was assumed that a general offensive operat- 
ion, such as an amphibious attack, was underway, and that an all out offen- 
sive by. the Carrier SLament was required for a short period of time. The 
object of this exercise was also to advance the training and readiness of 
the ship and squadron, borne artificialities, twre introduced by the adoption 
of the following measures: 

(1) Targets were selected the previous day and briefing folders provided. 

(2) AH targets were in close proximity to the coastline, and the time 
spent in reconnaissance and observation of attack damage was reduced to a 
minimum. 

(3) To expedite rearmament ordnance loads were standardized, two loadings 
being used during the day - one type in the morning and a shift made to a 
second 'standard in the afternoon. Wing loadings were rockets or 100 lb 
bombs to facilitate hand loading. Two center line bombs were carried since 
belly tanks were not required. 

(4) The Carrier Element operated as near the oeach as the mine hazard 
permitted* 

(5) Launches were scheduled every 1.5 hours for -a total of 7 deck laun- 
ches and 64 sorties. A CaP was scheduled to stay on station for three 
hours and was catapulted with every other deck launch. 

Ail scheduled sorties departed on time. It was possible to launch a total 
of 66 sorties instead of the 64 planned. However, it was an unusually 
fortunate day in that few incidents occurred to interfere with operations. 
Three aircraft were damaged by small arms fire which in one case caused 
th-s tail whetl. to collapse on landing aboard. The deck was quickly cleared 
u,nd no aignifl ^ant delay resulted. 

. A four plan? strike group was attacked by four MG type aircraft near 
, OlJVo on 4 February. Three of the four pilots had been attacked by MIG's 
i, ,i'ore and rt ported that the tactics used were much improved over those 
,revi.ous]y obo^rvec Four deliberate, coordinated,flap-down, attacks were 
iLdde by + he tJC- : s an-i pressed to close range. The Corsairs were able to 
fire four brie? burets at ^he ■hl.G's and one i-iKl was hit near the tail sec~ 
tion, a piece jf wrijh was observed .to fall free. ■ One Corsair returned to 
land early bf-i-iiise a rough engine which had developed before the melee. 

L. five newly ■arrived replacement pilots were given refresher carrier 
qualification landings on 4 February while acting as CAP. Four of these 
pilots hod ilia d j their first carrier landing checkout on the West Coast in 
January, while the fifth had experience in a carrier squadron in 1950* A 
total of 20 QhKQUaI landings were made. . Tha following day all pilots were 
given an area checkout and one combat sortie against targets on the coast 





ft. When circumstances pernitted, radars were silenced twice daily for a I 
period of approximately one half hour and Electronic Counter-measures equip-JP 
merit was employed in an effort to pin-point enemy radar stations.- Negative 
results were obtained. 

N, On U February, two strike groups were loaded with eight "Tiny Tim" 12 
inch rockets to attack gun positions. All rockets were fired successfully 
and only one of the eight failed to detonate. Accuracy of the attacks was 
good considering the infrequancy of uiae by the pilots of this weapon, with 
a total of five hits, one near lidss, one defective rocket, and one miss. 
Damage inflicted clsi not be accurately assessed but visual observations 
indicate two gun positions, destroyed and damage on three other positions 
unassessable. This large rocket appears to be an excellent weapon for 
us -j against coastal gun positions concealed in caves. 

0. On 4 February, aircraft reconnoitering in the vicinity noted increased 
enemy activity on the ONGJIN-HiJiJU Peninsula. Twenth-one strike aircraft 
were sent to attack targets in this area the following day and rocket hits 
in a large cave caused an explosion which erupted the entire hillside, and 
caused considerable dtiuage to both wings of the aircraft flying at 600 feet. 
This info mixtion was passed on to the HiiS GLORY and to the Task Group 
Coimundur, since time did not penult the.BAiJO^G STRAIT to give the area 
the deserved attention. 

p. On termination flight operations on 5 February, the Task Unit. set a 
course southward' for sasebo, the HAiXJENG STRAIT! having completed its sixth 
and final patrol. The J*D0i2iG STRAIT was relieved as CTU 95.1.1 and OTC 
West Coast at 21001 when the ffi>±b GLORY assumed those duties. Shortly 
thereafter, th>; screen was detached to join HMS GLORY, and her escort, 
HiciCS aTHaBaSCA.; (DDE-219) and HMAS AN£AC (DIW.0), joined as escort for 
B.aXhiNG sTaaIT . 

Q„ After moor"" Jig in Sasebo the following afternoon, Hear Admiral E.G-.A. 
aulr T f0HD, CTG 95*1, came aboard and expressed his appreciation to 

the ass jTiibled crew for the services rendered while in the Task Group. 

The follc^ng ccpriplimentary dispatches were received upon departing 
from Sas^bo, 

From. CTP 95 ■ 

To: . BA'XxMi .^j'PaiT 

"FR>i T&'J vjt.^i.^K OF HOSTILTiLto Hi KOREA THE USS EADGENG STRAIT HAS 
DIsTImGUISHEL ..ixitoii^ AS A .. "nIGhlY EFFICIENT SUCCESSFUL FIGHTIMG UNIT X 
TtU DEVOTIOw V' DUTZ OF EaDOcMG STjAaIT WAS P-iFL3CT^J Iw THE HEAVY DAMAGE 
INFLICT -SD Oii 'ri;E -i.^Y BY PILOTS OF VIhA 312 X GOOD LUCK AfiD A SMOOTH VOYAGE 
H9EE A IHaJl&i GINGRICH SENDS X THIS MESSAGE i-JTY EE DECLASSIFIED UPON ARRIVAL 
P^miL X" • 



From; COK7THFI2 

TO: ftftDOSKG STiLiIT 

Info : COj.-J.WFE 



DEESUss/F/Eft 



.0K*a«<lUU CO^OS WOJiO STRAIT AH) «f™ a™™?. »M 

(^,. .. 3 12) FIB OUMa-HIK ^VIC£B DUHIK TOUR OF DOT! IN KOtM ...T^S X 

> position in koilEa ^iii 1 ^; 1 ^;^,^ am a Sslar 

^iCoEob OF USET *D WaTS&B O^IGN i WELL ^ A GOOD ^IJCK m- D „ iL^T 



torn: COi-iNiiVPE 
To: 



JfcDOBHG bTJih.IT / CTF 95/ O^TTRFLT / CSQ 9>.l / C£*JUBP»C / 

cbicpaoflt / oofcQiHD£nr-i5 



SsSbwk arc s&s* ^.-Baar 




CHRONOLOGIC*!. .QtfD-aR OF aVIfliTS 



23 January 

06381/ In accordance with CTG 95.1 dispatch 260629Z of January 1953, the 
PjuX'iiJG STIiAXr (CVii-116), with Vl'Ltt-312 embarked got underway 
from. baaebo, Jap^n for operating area "N^" off the 7/est Coast of 
Korea. 

09451/ Gunnery exercises were cancelled because of heavy squalls and low 
ceiling's. 

11001/ HhS CONSORT (D-76) unable to rendezvous because of heavy seas. 

OOivaOitT advised to Join, when practicable at best safe speed; the 
%S BiiDOENG tJTRa.IT would proceed at 18.5 knots because of heavier 

weather expected later. 

t'T 21001/ Relieved the ritaS GLOHY (CVL-19). Assumed duty as CTU 95.1.1 and 

;r ; OTC of Naval Blockade Forces off the West Coast of Korea. 

"■■ 29 January 

^l- 04101/ U£3 ROOKi (DD-604) joined the Task Unit from HmS GLORY (CVL-19). 

07151/ Two plane and four plana STRIKE launched. STRIKE group 

attacked a gun position iiear EQmGGaNG-NI with unassessable damage. 

03531/ Stopped main engine nuaber two and secured boilers numbers three 

and four. This engineering casualty was caused by the check valve 
on deaerating tank number two sticking in the closed position 
causing a loss of feed water, electrical power was lost raonen- 
, r tarily until the emergency diesal generator was placed in operat- 

or' ion. 

r 09151/ Two plane CjlP, four plane ThRCAP and four plane STRIKE launched* 

fl;-- CTU 95.1,? released T.-driC^P to attack a troop village near P'UNGSAN. 

■rt : Five buildings were destroyed and eight dam a ged, k gun position 

$rl wi-, attac:^d near CHhlNGYON with unassessable damage, STRIKE 

group attacked a troop village near Cr: ' IIlnLtoPO destroying eight 
buJ.' 1 dings 

A ■ . 0945V '.Yod : . '.i-'-.o. "xAV*. 

09471/ Rc^viavsi 07151 launch. 

UI91/ Kbit CDwbURT (D-76) joined the Task Unit. 

11201/ Co;inenced launching aircraft. 




DECLASSIFlft 



11271/ One aircraft ditched near thy plane guard destroyer shortly after 
being launched due to a complete engine failure. The pilots 
Captain Alexander IWTaOw, USkCR, 032510, was recovered two minutes 
after ditching and was back aboard the carrier five minutes 
after ditching. There were no injuries. The aircraft sank. 

11281/ Completed launching two plane CaP and four plane STRIKE. STRIKE 
was reduced to three planes due to aircraft ditching after take- 
off. UiiP attacked a troop village near SOwGCH 'ON-NI destroying 
eight buildings. Flight than returned to the ship to act as 
defensive C«P. STRIKE group attacked a troop village near SINWON- 
hl destroying wight- buildings and damaging six. 

1146i/ .Recovered 09151 launch. 

12151/ COHORT detached to CTU 95.1*2 for WHITBREaD patrol. 
12201/ MS COWS (D-20) joined the Task Unit. 

13191/ tiain engine number two with boilers number three and four returned 
to operating condition^ the check valve having been repaired, 

13201/ iiTCKjiiibOii, George 3 TH, 572-12-41, suffered a compound commin- 
uted fracture of the loft maxillary bone while manning his General 
Quarters Station on 40MM mount number nine. The mount was in 
automatic control when the accident occurred. DICKiRSON was 
pinned between the gun barrel .and a general announcing system 
Speaker as the mount was being trained, 

13301/ Two plane CaP and four plane STRIKE launched. dP attacked a 

troop village near SOttGCH'Oi'-i-NI with unassessable damage then re- 
turned to the ship to act as defensive CAP. STRIKE group attacked 
a troop village n^ar Ch 1 INi-jAluPO destroying eighteen buildings and 
damaging fifteen. 

13551/ Recovered remainder of 11201 launch. 

I53OI/ Twe rlan^ 0.-iP and four plane STRIKE Launched, CUP was joined by 
.thr^c planes from K-6. STlilRE group attacked a troop 

village aear ULbYUL destroying five buildings and damaging three. 
Tn: . ^ rail cars were danagod near CHJtiGYGN, 

15501/ recovered 13301 launch plus one "COD" TEK from K-6. 

17A-3I/ Recovered 15301 launch plus three planes from K-6. 

20221/ Uss KGOKS reported her sonar gear inoperative and estimated re- 
pairs completed 3 February. 
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23071/ CTU 95.1.4 advised CTU 95.1.1 that an Ll:T would be beached at 
bOKTO Island 30' January and requested TauCL.P cover if avail- 
able. If im.^-r not available plants are requested to provide 
assistance should enemy shore artillery open fire on the LPT. 

West her Summary: 

The operating area had low broken clouds with a ceiling of 2500 
feet and unlimited visibility, The target area was clear with 
unliiuited visibility, tdnds were from the northwest at fourteen 
to twenty knots, fcaxiauiii and minimum temperatures v/ere 26°F 
and 30°F. Flying conditions were good. 

mission Summary: 

Thirteen daP, four TaRCj-lP, and nineteen STRIKE for a total of 
thirty-six sorties. 

30 January 

01421/ UTU 95.1.1 advised CTU 95.1.4 that one division of planes from 

each flight would remain in the oOKTO Island area as TAflCAP until 
necessary for them to attack pre-briefed targets. 

06001/ U.o.S. HajMA (Dii-449) joined the Task Unit, 

07151/ IVj plane CaP and four plane STBIKji launched. STilIKE group 

attackea a troop, village near 'f'Aji'T/iN destroying ten buildings 
^nd daj.iagirig four. 

09151/ Launched two plane CuP and eight plane i>Iii.IKi£. One plane of the 
oTitlKi; group jettisoned ordnance and returned to the ship due to 
plane canopy being jammed in the open -position, CAP attacked a 
troop village near ■ ' aOi^GCH 1 OiN-NI destroying two buildings and 
damaging two. One plane of the flight jettisoned ordnance due 
to faulty electrical wiring. Flight then returned to the ship 
to act as defensive CAP. bTHIKii group attacked a rail marshall-"- 
ing yard at RiuiJU. Flight damaged a railroad bridge, repair 
shed , and made seven rail cuts. Two road bridges were cut near 
■aG'n'.thififi. 

C943V rfe covered 07151 launch plus one plane with a jammed canopy from 
09151 la^ich. 

11151/ Two plane CaP and four plane sTitIKE launched, TBh "COD" launched 
£cr K-6 via K-lo with two passengers. CaP attacked a troop 
village near aOiJGCh 'Cm-NX destroying one warehouse arid damaging 
two buildings. Flight then returned to the ship to act as 
defensive OhP. 5TkIKJ£ group attacked a troop village near SIM/ON- 
iJl destroying two buildings, and damaging tirree. One plane 
developed a rough running engine and was escorted back to the ship 
by a seczrnd plane. This section destroyed four buildings and 
iiexed one near uOwGOtfiiiF ' 0--HI . 




11441/ Recovered r ereaindsr of 09151 launch. 

12071/ uecovared one plane from III5I launch' due to a rough running 
engine. 

12121/ USS BOOKS (iMQ4) detached to CTU 95.1.2 for WHIT BREAD patrol. 

12501/ KmS CURORT (D-76) rejoined from CTU 95.1.2, WHITBREAJ) patrol. 

13151/ Four plane T&HCAP and fouir plane armed reconnaissance launched. 

CTU 95.1.2 released. TaRCAP to attack a troop village near L'LLYUL. 
Flight destroyed five buildings and da m aged four. rtiXCO group 
scouted tiorfch to HAftCH'ON attacking targets of opportunity, iight 
troops were killed and eight wounded near IIAtiCH'Oft. Two buildings 
were destroyed and two damaged near CH ' INiwii-iPO . Light AA fire' 
was encountered during this attack. Threw rail cars were damaged 
near OH'IKuAMPO. 

13541/ Recovered remainder of 11151 launch. 

15301/ Two. plane CiiF and six plane STRIKE launched. STRIKE group 

attacked a troop villaga near bINCri'ON destroying ten buildings 
and. damaging sight. 

15551/ Recovered 13151 launch. 

17221/ Recovered six plants of 15301 launch. 

17511/ Recovered remainder of 15301 launch. 

17521/ Task Unit retired southward for the night. 

ISlOl/ Observed complete radar silence in the Unit and conducted 

intercept search for enemy radar signals for thirty minutes. 
Nearest enemy held territory is twenty irdles away. No signals 
were obtained. 

18351/ CTU 95.1,4 requested CTU 95.1.1 provide IARCAF on 31 January 
for an iiST beached on OH'0-UO Island in range of enemy guns. 

20001/ i'ifc-.ia engine number 2 and boilers 3 & 4 placed out of commission 
for repairs to leaky condensor. 

Weather Summary: 

Operating and target area mostly clear with unlimited visibil- 
ity throughout the day. Surface winds were Uorth to northwest 
at twelve to eighteen knots, maximum and minimum temperatures 
were 32,5°F and 24°F. Flying conditions were excellent. 

Mission Summary: 
.ght CaPj, four _.';ut0 •}■ , twenty-one STRIKE, and four Armed 
fconnaiss&rxe for a total of thirty-seven sorties. 

-9- 
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ft 



^ M, . e «gin & «r two and boilers three and four were returned 

to operating condition, having completed repairs to leaky 
condenser . 



06151/ 



A pre-dawn four plane bTHIKE launched, night split mw two 
sections and attacked targets of opportunity. One truck was 
destroyed near MXHJfIP'0~RI. One truck was destroyed near 
CKANGYOftl. Five trucks were destroyed near TALCH' CN-lII. One 
track was destroyed aid two damaged near aiaCh'Ow. Flight in-^ 
formed the ship, by voice radio, of a convoy 01 trucks now staged 
n*ar TaLCh'OK-NI and requited the next STRIKE group attack them. 

06201/ CTU 95.1.4 was advised that ThIICAP would be provided until the 
' LST was retracted from the beach on GiOIO. STRIKE leaders were 
instructed. to check in with CTU 95.1.4 and orbit until necessary 
to proceed to pre-briefed target. 

07151/ Two plane CUP and four plane STRIKE launched. STRIKE group 
0715 ' Greyed a railroad bridge near CHASRTOKG. f^* h * 

a truck convoy near TaLCH'ON-NI as requested by 06.-5I biK±KE 
group. One truck was destroyed and remaining trucks damaged. 

03191/ Recover&d 06151 launch. 

09201/ Two plane OtP and four plane STRIKE launched. CAP attacked a 

troop village near bOiuGCK'ON-NI destroying ten buildings. Flight 
then returned to act as defensive GAP. STRIKE group attacked a 
railroad marshalling yard near c^m destroying a maintenance 
shed and making one rail cut. k gun position and command . post 
was damaged naar CM2iY0I4. A bridge was damaged near ONCrj'ON- 
RI. Two rail cars were destroyed and a rail cut made near 
oIi\iCh'0N. 

094OI/ Recovered 07301 launch. 

11251/ Two Plane GAP andaight plane STRIKE launched. CAP attacked a 
troop village near B0bIGCH'CW-NI destroying ten buildings and 
damaging four. Flight then returned to ship and one aircraft 
landed due- to oil leak and fluctuating oil pressure, Remain- 
ing plane acted as defensive CAP. STRIKE group' attacked a rail 
bridge and railroad junction near CHAiuR,YONG destroying one ^ rail 
bridge and making three rail cuts.. A plane flown by Captain 
We jt tick HOKOSj 031381, USMCR, was hit in the engine by AA fire 
during the attack. The plane was landed wheels up on CH'O-DO 
Island with Class "F 1 damage resulting. The pilot was uninjured 
aid returned to the ship by helicopter later in the day. Jne 
reminder of the flight destroyed a gun position near P'UNW^. 




11301/ USb ROOfo (DD-604) rejoined from CTU 95.1.2, WHITEKMD patrol. 
11451/ Recovered 09201 launch. 

12001/ Uds hAinri'A (0E-449) detached to CTU 95.1.2 for WHITBREAD patrol. 

124bl/ Recovered one plane from 11251 launch due to fluctuating oil 
pressure, 

13301/ Four plane STRIKE launched, STRIKE attacked a shipyard near 
Ha&JU, destroying six buildings. 

13421/ Recovered remainder -of 11251 launch. 

15351/ Two plane CaP and two four plane STRIK3 groups launched. First 
STRIKE group attacked a troop village near ULLYUL destroying 
eleven buildings. Two revet ed buildings were destroyed near 
T'A&T'AM. Second STRIKE group attacked a troop village near 
ULLYUL destroying three buildings. Two rail cars were destroy- . 
ed and two damaged near CH t INiMAJ'iP0, 

15481/ Recovered 13301 launch. 

17451/ Recovered 15351 launch. 

1748I/ Task Unit retired southward for the night. 

17551/ Secured all radars in the Task Unit and conducted ECM Intercept 
Search for tsieniy radar signals for one hour. Nearest enemy 
held territory was thirty miles away. Results were negative, 

Weather SuTjnary: 

Operating and target area njostly dear with unlimited visibility 
throughout the day. Surface winds were North to northwest at 
twelve to eighteen knots, waxiraum and minimuiii temperatures were 
2?°F and 23°F. Flying conditions were excellent. 

Mission Suiranary: 

iiLght CaP and thirty-two STRIKE for a total of forty sorties. 

1 February 

05551/ Silenced all Task Unit radars for one hour and conducted ECM 

Intercept, Search for enemy radar signals. Results were negative, 

07151/ Two plane CaP and four plane STRIKE launched, STRIKE group 

attacked a troop village near OKGJIN destroying seven buildings 
and making one road cut. Two planes of the flight diverted to 
K-14 and K-^lb to obtain target area photographs. 




09201/ Two piano GAP and six piano STRIKE launched. CAP attacked a 
troop village near bQ^QCH'OW-MI destroying five buildings, 
flight then returned to act as defensive CAP. One plane of the 
flight landed early due to low fuel supply. STRIKE group attacked 
road bridges near CHaERXONG destroying two bridges and making one 
road cut. One plane was hit in the external fuel tank by AA fire. 
The plane later landed aboard safely, 

09311/ Commenced recovery of 07151 launch. 

09321/ One plane suffered class "0" damage as a result of catching number 
seven wire and engaging barrier number two. 

10001/ Completed recovering remainder of 07151 launch. 

10351/ The Chaplain from the BAEOEWG STRAIT was transferred by highline 
to HMs GJtUSORT (D-76) to conduct religious services. 

11161/ Recovered one plane from 09201 lainch due to low fuel supply. 

11251/ Four plane TARChP launched. Two planes that diverted to K-16 

from 07151 launch returned to act as defensive CAP, CTU 95. 1.4 
released TaRCaP to attack a battalion headquarters near S0NGCH' 
UN-NI. The headquarters was destroyed. 

11561/ lie covered remainder of 09201 launch. 

12001/ HMB OOMJS (D-20) detached to CT0 95.1.2 for WHITBREAD patrol, 
12301/ UbS HaSua (EQWi49) rejoined from CTU 95.1.2, WHITEHEAD patrol. 

12551/ The BaDOENG STRAIT Chaplain returned aboard from the OOMJS. 

13301/ Two plane GAP and seven plane STRIKE launched. STRIKE group 
attacked a troop village near SlfcEH'ON. Ten buildings were 
destroyed and seven damaged with one secondary explosion ob- 
served. Light aA fire was encountered. 

13431/ Recovered 11251 launch plus two planes from K-16. 

15351/ Two plane OaP and eight plane STRIKE launched. STRIKE group 

attacked a troop village near CHaNGMYON destroying twelve build- 
ings and damaging six. 

15591/ Recovered lj30I launch. 

17251/ Ue cover od sight planes of 15351 launch* 

17531/ Recovered remaind-asr of 15351 launch. 




17551/ Ta.sk Unit .rati red southward for -thy night. 

17561/ Silenced all Task Unit Radars and conducted j^CM Intercept Search 

for enemy radar signals, Nearest cnei^iy land was thirty miles away. 
Results were negative. 

Weather Summary: 

Operating and target area mostly clear with unlimited visibility 
throughout the day. Winds northeast to North at ten to eighteen 
knots. Maximum and minimum temperatures were 22°F and 19°F. 
Flying conditions were excellent. 

kission Summary: 

Ten CitP, four TaRCaP, and twenty-five STRIKE for a total of 
thirty-nine sorties* 

2 February 

05251/ all Task Unit radars silenced for forty minutes and -SC^ Intercept 
Seardh' conducted for enemy radar signals. Results were negative. 

06001/ Four plane iirmed Reconnaissance launched. The flight split into 
two sections aid attacked targets of opportunity. Five build- 
ings were destroyed nej? K/iEJU and a secondary explosion was ob- 
served. One truck was destroyed near ANaK. Two trucks were 
destroyed near Gh 1 INMAMFO . Moderate &k fire was encountered at 

0715I/ Two plane CaP and four plane STRIKE launched. CAP attacked a 

troop village near OwGJIa destroying five buildings and damaging 
eleven. One gun position was destroyed and a secondary 
explosion was observed, 

08221/ recovered OoOOI launch. 

09201/ Two plane CaP and four plane Armed Reconnaissance launched, CAP 
attacked a troop village near SGiiiGGH 1 ON-NI destroying seven 
buildings and daiuaging three, an estimated ten troops were 
wounded. One plane of this flight suffered damage consisting of 
holes in the wings, fuselage, and tail section as a result of 
own bomb blast when dropped from a low altitude. The pilot was 
uninjured, however, the plane was recovered oarly due to an oil 
le; 1 !-:. Remaining plane acted as defensive CaP. RECCO group attack- 
ed and destroyed a gun position in a cave near ONGJIH. CTU 
95.1.2 requested the flight to attack two gun positions firing 
on friendly junks near ROhUGiiftGwNI. One gun position was 
destroyed and one daTjaged. Two ox~carts were destroyed near 



CECtASSIFlBt 



10551/ Recovered one plane from 09201 launch due an oil leak, 

11251/ Two plane C^P and eight plane STRIKeS launched, CAP attacked a 
troop village near SuI'GdH'OW-NI destroying -eight buildings arid 
damaging a gun position. Flight then returned to act as defen- 
sive CAP. STRIKE, group attacked a troop village near HAEJU 
destroying five buildings and daoagihg two. Two planes of this 
flight diverted to K-6 to remove hung ordnance. 

115^1/ Recovered remainder of 09201 launch. 

1208V m $ COMJS (D-20) rejoined from CTU 95.1,2, ViHITBRfiAD patrol, 

12211/ Recovered two TBh "COD" planes from Itazuke, Japan with five 
replacement pilots for VJKA-312. 

13301/ Four plane knu^d Reconnaissance launched. Two planes diverted to 
K-6 frm 11251 launch, returned to act as defensive CaP, RFJCCO 
grrup attacked and destroyed a radar station near OWC.H'OM-KI, 

13 ^1/ Launched two THa "COD" planes with mail and passengers for Itazuks 
Japan via K-6. 

I354I/ Recovered remainder of U25I launch. 

15351/ Four plans TkRCAP and four plane STRIKE launched. CTU 95.1.2 
released 'TkRCaP to attack a troop village ne^r ONGJIN. Three 
buildings were destroyed. STRIKE group attacked a troop 
. village near OiiiGJTN, destroying six buildings and damaging six. 
One plane of this flight returned early due to a rough running 
eegine. 

15431/ Recovered 13301 launch. 

16281/ One plane of 15351 launch landed aboard due to rough running 

t?igine. The plane caught number seven wire and engaged barriers 
number two and three, however, the aircraft was not damaged, 

17051/ Recovered remainder of 15351 launch. 

17391/ Recovered two planes divert #J to K-6 from 11251 launch. 
17451/ Task Unit retired southward for the night. 
Weather SuEiflary; 

Operating and target area mostly clear with unliiaited visibility 
throughout day. Winds northwest to North at ten to eighteen 
knots, feiXiiiiuni and irdJiiinum temperatures were 26°? and 21°F. 
Flying conditions were excellent. 
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01001/ 

03301/ 
04421/' 



07151/ 
OB45I/ 

09021/ 
09471/ 

10151/ 

10421/ 
11451/ 

11461/ 

11551/ 

1200.1/ 

13151/ 



Mssion suflMary: 

Eight iJttP, four T^RCaP, twelve Armed Reconnaissance and sixteen 
STRIKE for a total of forty sorties. 

HMS COi'US (D-20) departed to investigate a group of fishing boats 
at 37-26N, 124-21E. 

COi-JJS returned fro;^ investigation of fishing boats. 

CTU 95.1,1 reported the presence of approximately twenty-five 
fishing vessels at 37-Z8N, 124-211;; to CTU 95-1.2. The vessels 
identified werii Soi±h Korean and were flying proper identification 
signals. CTU 95.1.1 advised that preset intentions were t o 
detach one unit at 0319001 to patrol this area dnd rea_uested ass- 
istance from transient vessels as practicable. 

Two plane CriP and wight plane STRIKE launched. STRIKE group 
attacked a troop village near HhEJU destroying twelve buildings. 

Eight plane STRIKE launched. STRIKE group attacked two troop 
villages near OImGJIH destroying thirty-five buildings. 

Recovered STRIKE group of 07151 launch. 

CTU 95.1.6 requested CTU 95*1.1 provide air STRIKES against gun 
positions near ROWGGkMj-NI which were bringing accurate fire on 
friendly movements. 

Two plane CUP and eight plane STRIKE launched. STRIKE group 
attacked a troop village near ON CH'OS-NI -destroying nineteen 
buildings. 

Recovered 0&+5I launch plus UiP from 07151 launch. 

Eight plane STRIKE launched. STRIKE group attacked and destroyed 
a coiiimana post near OK'IIMrtiiPO, 

HHS UOliSOnT (D-76) rejoined frorc CTU 95.1.2, MIITBRivJ) patrol. 
Recovered STRIKE group of 10151 launch. 

UoS ROOKS (DD-d04) detached to CTU 95.1.2 for WHITBiiEkD patrol. 

Launched two plane CaP and eight plane STRIKE. STRIKE group 
split into two divisions. The first division attacked gun posit- 
ion near SOttGHWA which had been firing on CK'O-DO Island. One 
gun position was- damaged. The second division attacked gun pos- 
itions and caves near CB«.ERI0IjCr. Two gun positions were des- 
ifcfiwstfd* and two caves da&aged,, 
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13241/ Recovered 13.451 launch plus CiJ= from 10151 launch. 

14451/ iight plane STRIKE launched. STRIKE group attacked a troop 

billeting area near OMRJlW destroying ten buildirgs and damag- 
ing five. One plane of this flight was hit in the wing by small 
anas fire, n second plane was hit in t-he tail section by AA 
fire. 

14541/ Recovered STRIKE group of 1315 I launch. 

16151/ Two plane CaP and toi plane STRIKE launched. STRIKE group 
divided into one eight plane flight and a two plane section. 
i£5,ght plane fLight attacked gun positions near ixONGGAWG-NI. as 
requested by CTU 95.1.6. An observation post was damaged and 
gun positions > caves, aid aiano storage dumps were attacked with 
unassessable Ja^age, The two piano section damaged a command 
post ne^r RONGGj-vliG-KI , 

16261/ Commenced recovery of 14451 launch. 

16261/ One plane suffered Glass "B" daaage when a tail wheel collapsed 
during a landing. This plane had been hit in the tail section 
by fire. 

I635I/' Completed recovery of 1405 1 launch plus CjiP from 13151 launch. 
1.6001/ Recovered 16151 launch. 

16011/ Task Unit retired southward for the night. 

1S45I/ All Task Unit radars silenced for thirty minutes and SOI Inter- 
cept Search for eneiay radar signals conducted. KeJirest enemy 
held land was twenty-five tiles away. Results were negative. 

19421/ U'6S HnWiJa (DE-449) departed to investigate a group of fishing 
boats, 

205b 1/ OOi^US reports a sonar contact at 37-25N, 124-403, The contact 
was wvalu.ityd as non-submarine. 

21101/ tittle detached and directed lo prtrol prohibited fishing area 
described in amex "DOG 11 of CTF 95 Operation Order 2-52 and to 
comply with CTG 95.1 OP^IG dumber 52*5. Thf HjiNiiA was directed 
to r^dezvous with TU 95.1.1 at 0307001/ 

We^ithtr SuEBiary: 

Operating and target .;area overcast with a ceiling of 6500 feet 
during the rooming, Ceiling lowered to 1500 feet by late after- 
noon, yijrVbilii;'' was ten niles, lowering to two miles in light 

.. -16- 




DECLASSIFIED 



snow showers. Surface winds were northeast in the morning v S 
to southeast in tha afternoon. 



■eriiu; 



were 31°F and Flying conditions ™re aver, 

narginal after 15CCI r 



i"i.-ijd:.mra and minimum temperatures 



IB becoming 



ad area. 



hission Suhjiiary: 

l ' Ubt ChP and iifty-eigiit STRIKE for a total of sixty-si* sortie 
v February . 

r> -' y/ f 1 T ; sk U J it rad? ~ rs si^nced for thirty .dnutes and KM Irtarce* 
6 c ^ch conducts for enouy radar signals. Results ware negative! 

0630V Uay HriNMii (DE-J^) .infonued CTU 95-1.1 that one South Korean 
fishing vcssel/the YhMG BOCK, M 10717 from KIii0I:G-ia-D0 had 
been sighted + at 37^01U, 12 4 -35^ in the prohibited area/during 

fcd at O32O50I which nad later cleared the area. 

07111/ H*]W rejoined from night patrol of prohibit 

07451/ Two plane CnP ^d four plane STRIKE launched. 6TRIKE group 

attacked a troop village near dG,GH^ destroying four buildings; 
One aircraft d.velopea a rough running engine and was beinr 
escorted aown tne TiGSX^G-G^G Estuary near CH'IHw^iPO whm the 
flight was attacked by four MG type aircraft, CK'0-D0 radar 
station had reported bogeys over P'YONGY^G but did not have 

sect\on^Tt°20^S e fLr idar ' ^ ^ dtt *^ d in P^e 
sections at 2000 feet using coordinated tactics and pressing 

e"ch 2g f w Ck3 ;. ^ baUle laStEd * or ^ With " 

^^^r £iXiB&rWUS " ntheC — The Corsairs, 

fu trd four bnef oursts at the ene^ planes and one' MIG was hit ' 
in the tail section *y 5 cal fire. A piece of the f U6 I e ' 
was seen to fall free and the plane was listed as da£o^ The 
Corsairs Suffer^ no oa^ge, however, one plane .;ado an terfS- 
cy lanaing aooard due to a rough running engine. It was 
ooserved tuat the HG type planes appeared to have beeTpiloted 
by Highly experienced personnel. pnoted 

09101/ One plane from 07451 launch landed aboard due to 
engine. 



rough running 



09451/ 




Two four plane rfBed Reconnaissance' groups and four plane carri e r 

re-qaalificataon group launched. The first =i:XiX* <r^„„ ^ . 

North to HAMCHCK. One revete" bMl K nf , + ff P 3C ° Uted 
r , M , Tlv ^ „ n rev^te^ building v;as destroyed North of 

S.™ tS" ^ rail CdrS ^ 3 ^ ^S-d near 

p'lk^ ' ^ -<*nd group attacked a troop village \ear 
P'U^ aes^ng ^ buildings, Flight thi scouSd al^ng 
ffcy - ft w n ,t spPP-UT' route. & 
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Recovered remainder of 07451 launch. 

10261/ Commenced qualification landings with four aircraft* 

11021/ recover od four qualification planes. Three pilots requalified 
with a total of fourteen landings. 

11451/ Two plane C«P and four plane TiiRCAP launched, CTU 95-1.4 re- 
leases TjiiiChP to attack pre-briefed gin positions near GH'INN.hMPO. 
This Ilight was loaded with "TINY TIM" Rockets to evaluate the 
effectiveness of this weapon against coastal gun positions. Two 
aircraft scored hits and completely destroyed two well fortified 
gun positions, *i third plane missed the target and the fourth 
rocket failed to detonate when it struck the target. All rocket 
motors fired properly and proved effective on this type target. 
One plane with an escort returned early due to an oil leak. 

12111/ Recovered remainder of 09451 launch. 

12131/ KANIk detached to CTU 95.1.2 for WHTTBJMaD patrol, 

12161/ U3S HOOKS (uD-BQU) rejoined from CTU 95.1.2, WHITEHEAD patrol. 

12501/ He covered one plane from 11451 launch due to an oil leak, 

13171/ Captain it. F. LjiDN^D, ffl t Chief of Staff of TG 95.1, came 
aboard by highline from the HOOKS. 

13301/ Two plane CjiP, four plane STRIKE and a two plane Carrier Qualif- 
ication group launched. This STRIKE group was loaded with the 
11:75 inch rocket to determine its tsfftctiveness against gun 
positions located in caves. The target assigned was near 
P'Ui^SAfj. Three of the planes scored hits while the fourth 
jettisoned its "TIM" after receiving a large hole in its port 
wing root caused by flying debris from the hit hia.de by the 
proceeding plane, The pilot was making a camera run for asses- 
nitwit purposes. Damage to the cave positions could not be asses- 
sed, iill : M TihS" fired, operated, and detonated properly. The 
damaged aircraft was escorted to the carrier and landed aboard 
safely. 

I35II/ a helicopter and crew from PiiENGNYOluG-DO landed aboard for 
transportation to Tokoeuka, Japan. 

14151/ CoEiuenced qualification landings with two planes. 



I420I/ 



uncovered two qualification planes. Two pilots requalified with 
1 s ix landings* 
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14511/ Landed one plane fron 13391 launch due to damaged wing root. 

16001/ Two plana CUP and eight plane STRIKE launched. Flight split into 
two divisions and attacked troop villages near O-.CH'OfJ-NI destroy- 
ing eighteen buildings and damaging eight. 

16101/ Recovered remainder of 13301 launch. 
^7511/ Recovered 16001 launch. 

17521/ Task Unit retired southward for the night. 

21221/ RQCK5 departed to investigate a fishing vessel. The vessel was 
identified as South Korean, KF 3295- 

22261/ HJto CGdSORT tD-76) departed to investigate a fishing ireesel at 
37-OON, 124-03, 5i£. The vessel was identified as South Korean, 
k-10097. 

leather Sumiiary: 

Operating area had an overcast at 1500 feet during the morning 
with visibility of ten lidles. Ceiling increased tP 5000 feet by 
;:dd iiiorning. The target area had a ceiling of 1000 feet in the 
southern area during the nprning. Ciioling in target area in- 
creased to 5000 feet by mid morning. Winds' were northeast at 
twelve to seventeen knots. raaXiciuni and lainiraum temperatures 
were 31°F and 28°F. Flying conditions were marginal becoming 
average at 09001. 

KLssion Summary: 

Eight GiiF, four T^RC^P, sixteen STRIKE, eight Armed Reconnaissance 
and fivu Qualification for a' to t^l. of 41 sorties. 

5 February 

02301/ USS UOL^TT (DD-730) joined the Task Unit. 

07151/ Two plane C*P and four plane STRIKE launched. CUP diverted to 
K-6 at conclusion of the mission for urgent adiiiinistrative 
purposes. CTU 95.1.4 requested the STRIKE to fly HESCAP near 
OH'0-DO, The flight searched the CH'0-DO area for an hour with 
negative results. Group then attacked a gun position near CHAMJ- 
YON with unassessable daioage, 

08451/ USS ROOKS (DD-604) chopped to OOIiiiESRON-20. 

09201/ Three plane CUP and. seven plane STRIKE launched, CkP attacked a 
troop village near SOMGCH 'GN-MI destroying six. buildings. Flight 
then returned to act as defensive GaP. STRIKE group .attacked 
bunkers, c^V£s> and gun positions near ROiiG&iNG-NI with unassesa- 
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0937i/ Kecovered reminder of 07151 Hunch plus one TBM «C0D« tod one 

replacsnent plane from K-6. 



.25 T -/ 



11521/ 
13271/ 



Four Diane T;RCaP launched. CTU 95-1.4 released the TARCAP 
and flight split into two sections for attacks, ..ho first 
section destroyed five buUdings near SJi.GHWA. The second 
section destroyed a gun position near SCWGHWA. 

Kecovered 09201 launch. 

Recovered one plane from 11251 launch due to a rough running 
engine. 



13501/ USB H^UA (DEW*?) rejoined from CTU 95.1.2, WHITaiEAD patrol. 

^301/ Two plane CAP, two plane Armed Kecnnnaissance and four plane 

STRIKE launched. GAP attacked a troop village near sONGCri'ON- 
NI destroying three buildixigs and damaging four. Flight then 
returned to act as defensive CAP. KBGCO group scouted the 
southern CHGJIN Peninsula area and attacked a troop village 
near ijOKGCH ' ON-NI ' destroying ten buUdings. STRIKE group 
attacked a road bridge near UPCH'0-HI. The bridge was damaged 
and two road cuts made. Two planes from t his fLight diverted to 
K-6 to remove hung ordnance. 



13591/ 

U05I/ 
14291/ 

1535V 



Launched one TBti "COD" to K-6. 
group. 



TEh was escorted by 13301 RECCO 



1 W"/ 
16101/ 



Kecovered remainder of U25I launch. 

Captain ii. F. LEOiJaKD , HN, Chief of Staff of TG 95.1 was trans- 
ferred by highline to HtiS CQMJS (D-20) . 

Four plane STRIKE launched. Two planes diverted to K-6 from 
07151 launch, returned to act as defensive CAP, STRIKE group 
attacked caves and gun positions near SUHWI-DO with unassess- 
able damage. One plane suffered damage consisting of large 
holes in both wings and fuselage as a result of striking debris 
caused by a large secondary explosion in a cave. The plane 
later lanaed aboard safely. 

Hecovdrci r^inder of 13301 launch. 

CTU 95.1.1 reported the location of numerous gun positions, 
storage caves, observation posts and troops in trenches along 
the OaWIhWiAEJU Peninsula to CTG- 95-1 and HMS GWBI (CVL-19). 
Attacking pilots reported troops along the peninsula to be very 
active during this patrol as they are apparently bunding new 
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16201/ Commenced recovery of two planes diverted to ; K-6 from 13301 
launch. One plane suffered Clasn "B" damage as a result of 
landing vdth tha tail hook in the up position and engaging 
thei barriers* 

I645I/' Recovered remaining plane from 13301 launch. 

174.01/ liecovered. 17^-i T l^'-n^V. r*" '-'^ pl'-nes -T.ro m 07151 launch,. 

I74II/ Set a course southward for Sasebo , Japan , 

21001/ Relieved as CTU 95.1.1 and OTC of West Co:-ibt Blockada and 
Petrol Group by LBiS GLCEI (CVL-1?). 

23151/ Chopped HJffi GG;*S8HT (:0-76}> HANNa, and C0LL21T to CTU 95.1.1. 

Weather Summarj'': 

Operating and target areas had scattered clouds in the early 
morning increasing to an overcast condition with a ceiling of 
8000 feet by noon. Visibility was ei^ht to t*?n miles. Winds 
were northeast to North at eight to fourteen knots. 1-iaximum 
and minimum .t emperatures were 37°F and 33°F. Flying conditions 
wt)re good. 

Mission UiEBJiary: 

Nine CAP, four TARCaP, two armed reconnaissance and nineteen 
iiTrilKiS for a total of feiiirty-four sorties. 

February 

00111/ iMCb ATHABA.SCAN (DDE-219) and HMb' AMZAC (DD-10) joined from 
HhS GLORY (CVL-19). 

17421/ Moored to buoy number twenty in basebo Harbor. 

18151/ a^r Admiral G. A, CLIFFORD, - RN, CTG 95. X, Commander West 
Coast Blockade ani Escort Group, came aboard officially to 
make a farewell address to the ships company. 

18441/ Rear Admiral j£. G. A. CLIFFORD, HW r departed. 
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P*RT III 

H^iAHKii On Pj^RFOith.iNCE.O*"' Oiiili^KCE, fr^T&tlAL, aND jiXHJIPMENT , INCLUDING 

a. There was no expenditure of ships ordnance this patrol. 

B. Performance of ships ordnance: 

1, The MK-34 radar" of the M-63 fire control system sustained the 
following casualities during the patrol: 

4 February: The antenna of radar number seven rotated into limit 
stops, antenna would not synchronize with radar signal. The 
casualty was due to a sheared coupling pin in the antenna response 
mechanisms The pin was replaced. 

2. The other 'casualties sustained during the period were: 

28 January: The motor on the cease firing circuit of mount three 
failed to operate due to a ground in the motor field caused by 
salt water. The motor field was rewound. 

C, aa firing exercises were cancelled due to unfavorable weather. 

Jixcellent results were obtained during target acquisition drills. The 
I-iunt No. 63 system was acquiring targets designated at near maximum range. 

Ej The second loader of mount nine suffered a compound fracture of 
comminuted left axillary on 29 January when his head was pressed between 
thu rotating mount and a loudspeaker on the builhead. The mount was in 
automatic control position. 



summary of aviation or ( dnance expended. 
TYPE 



AMOUNT 



IOOOtt GP Bombs zh < 

500# GF Bombs 1 52 

500tt 5aP Bombs 5 

260# FrirtCr Bombs 52 

250# GP Bombs 13° 

10C# GP Bombs 509 

Napalm Bombs ^35 

11.75" Hockets 8 

5" HVaR Rocket 3 721 

founds 20MM i*wo 31,600 

Hounds 50 Cal Aimio 64,400 
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riUl-^ltY OF O'rtN jJJE HIM B^TTLiS EuhaCB 



B. 



C. 



The ship sustained no battle damage. 

Dane, g 3 inflicted on the on any by ships aircraft 







DESK 


nJltTAl "1 rvn Ht ll flt'iTl]?lT r Lit3rS 




1 


hui Xdin ^3 

-LJ lit J. li * * I.I A & 


145 


340 


Bunkers 




1 


P. 1 ; Iff ^ C 








3 




fiim Pri ^i hi riTi^ 




9 


Obs r ervation Posts 


n 
X 




MG-15 


1 




Ox-Carts 


1 


l 


Radar Stations 


1 




Railroad Bridges 


2 


2 


Hail Oars 


12 




Hail Cuts 


12 




Hailroad Repair Sheds 


1 




iioad iiridges 


4 


2 


lioad Guts 


4 




Troops 


13 


14 


Tracks. 


1 


13 


Warehouses 


1 


1 



Callage suffered by ships aircraft 

1, Operational Uiamage 

a. One plane if as ditched at sea due to a complete engine failure on 
29 January. 

b f One plane suffered Class "C" damage as a result of engaging the 
barriers on 1 February. 

c. One plane suffered Class "B" damage when the hook sheared of f 
and tha tail viie^l caught a wire on 3 February," 

d. One plane suffered Class "3" damage as a result of landing 
with the tail hook in thrf up position .and ongoing the barriers 
on 5 February, 

2. Damage resulting from ene^s action 

a. On 31 January -^e plane wae hit in the engine by &A fire and 
subsequently landed wheels up on a friendly island resulting in 
class damage. 

b, One r*-^-' 1110 suffered minor damage to an external fuel tank from 
fire on 1 February. 
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fXION 

One plane suffered damage consisting of holes in wings and 

fuselage as a result of flying through debris from own bomb 

blast on 2 February. Class "C" damage resulted. 

Two planes suffered minor damage consisting of holes in wings 

and tail section from small arms fire on 3 February. 

One plane suffered Class "C" damage as a result of flying 

through debris from a secondary explosion of a target on 

5 February. 




PERSONNMj PifllgCtttuHCK iflTD CASUALTIES 



4. Performance 

1, Personnel 

The number of personnel assigned to-tha ship during the patrol in- 
cluded 801 enlisted navy, 71 Naval Of ficers, 164 Marine enlisted and Al 
i'i&rine Officers for a total of l077i Five'Karihe replacement pilots came 
aboard while the ship was at sea* 

2. Education 

Department tiflaining officers began preparing training schedules to 
coincide with: the anticipated re/turn to the United States. Training during 
the cruise centered around preparations for advancement in rating examin- 
ations. An additional twenty-four course books were issued and twelve 
personnel applied for correspondence courses. On the job training continued 
3,s a valuable source of education. 

3- Divine Services 

Services conducted aboard during this patrol included, two protestant 
services with Holy Communion, daily iiosary services, one Latter Day Saints 
service and two bible classes. The Chaplain conducted protectant services 
4board the HMS OONSOttT (D-76) at sea. 

J+. Welfare and Recreation 

Aircraft maintenance requirements reduced movie showings to three 
during the patrol. The ship's library continued to rate high aa a source 
of recreation, a summary of local aid world news was presented over the 
chip's announcing system at noon each day by the Chaplain. A daily news- 
paper was printed and distributed to all ships in company. 

£j« Casualties 

1. There were no casualties during this patrol. 
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PAKE VI 

gPi&lAL QJjiiMcHIS ON DOCTRXMS AND OPERATIONAL PH0CISUJR5S 
A. A ^ M _De partnient 
Comment 

When a crash occurs on the; flight deck all Air Department stations' and 
several Shgineering divisions must be immediately alerted in order that 
action can be taken to prevent spread of fire, should it develops. Of 
primary interest is the requirement that, the foain generators be manned 
immadiataiy. This last jfector cannot be accomplished immediately as the 
flight deck crash signal ie not hoard below the flight deck level. The 
crash bill for this type carrier does not require operation of a total 
ships force fire alii in that fires do hot always follow crash landings. 
However, it does require that certain .Engineering details be alerted. At 
the present time this can only be accomplished through the MC circuits. 

Hecomnendation 

The crash alarm should be tied in directly vdth the General announcing 
system. A letter in this regard ^.s being submitted to Caranaader Air Force, 
Pacific fleet. 

Comment ■ 

On one occasion where the outside temperature was between 20 K and 14°F 
the nunioer three (3) catwalk fire station valve was found to be frozen, it* 
apparent that this is a dangerous situation in view of a possible deck crash 
during cold weather operations. 

Hecoraintehdat i on 

- Salt water and foam valves should be insulated and/or suitable heat- 
ing elements should be provided. The number three (3) catwalk fire 
station should be lagged inside the skin of the ship. 

Comment 

rthenever hbavy weather or heavy rains are encountered, an excessive 
amount of w-ter L^aks irito the elevator pit3. Investigation showed that 
drainage was not adequate during heavy rainfall, 

iieconaiendat iph 

The drainage outicsts from the elevator combing at the flight deck level 
should be increased in number, 

Commcsnt 

A slight warpage of the H-J+C shuttle track was discovered after 
investigating pilots complaints of a tugging sensation experienced at 
approximately halfway through the power run. Inspection of the track at 
thi3 point revealed a slight misalignment in one four foot section, The 
shuttle v/as re&Eramnbl^il with new shoes installed and launching 1 ? were 




continued, as the £&oes began to wear in, tb* tugging sensation became 
negligible. 

Recommendation 
None 



Huiim Ordnance Summary 

WaRS 
16 

a 

24 Total Kockets 

100* 
6 

1 

260# 
. 1 

8 Total Bombs 



14K-55 



MK-55 
Aero 14A 
M-55 



REkSOw 



Electrical failure 



Electrical failure 



Unddtermined 



Faulty solenoid 



harked improvement was attained in reducing hung ordnance during this 
period, relative to previous periods. 



L^ND - LAUNCH DaTh 



Launches H-2-1 Catapult H-4C Catapult 

Number 126 201 

average Weight Pounds 14,900 14,800 

average Wind Knots 29 28 

ri.yer£ige Pressure, psi 2,850 2,000 

ito. bridles iixpended 6 3 



Landings 

JMumbdr - 343 

average irtind Knots - 28 

CPV psi - 750 

average Runout feet - 110 

wires Caught - #1 , 72, #2 - 145, #.3 - 77, rr% - 40, & - 5, #6 - 0, 

#7 - 2, #8 - 0, #9 - 0. 
Barrier Crashes -3 
Barriers .ciigaged - rir*2, #3j and 




■J 
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B. Kn^gine ering Depar fc uent 



While underway from basebo to the Yellow £>ea operating ar&i on 28 
January 1953 > excessive salinity of the condensate from ,r 2 i-iain ccti denser 
was encountered. After eliminating all dther possible sources of salt water 
bontaminatioii ^ t he only reniaining possibility vr^s leaking condenser tubes. 
Operating conditions of tns ship irade it impossible to reduce speed to 
sufficiently low rate to' open the condenser until the night of 30 January ■ 

this time, the port shaft was allowed to idle with no power 
applied, ihs -i'2 i^ain condenser was opened and tested as per article 46-42 
{?.) butfhips i'ianual , SIk tubes were found to be leaking and were plugged. 

C. j&edical department 

1* There were no personnel casualties during this patrol. 



working days - 1.67 



2, Medical statistical summary for the patrol: 

a. Admitted to sick list -35 

b. Total sick days out of 10,770 possibl. 
Q. Officers admitted to sick list - 2 

d. Total patients visits to sick call - 754 

e. Total medical treatments - 1938 

f . Patient b received from other ships - 

g. Patients transferred to hospital - 2 

h. biumber of minor injuries treated - 26 

i. ill umber of major injuries treated - 2 

j» Number of shipboard injuries resulting in death - 
k. Mnor surgical procedures - 26 
1. hajor surgical procedures - 

m. Veneral desease cases and non-specific Urethritis - Total - 12 

(1) Gonorrhea - 1 

(2) Chancroid - 1 

(3) Non-specific urethritis following exposure - 10 
n. Penicillin tablets issued last port period - 154 

3. Squadron flight personnel statistical summary: 

a. Pilots temporarily grounded for medical reasons - 4 

b. Pilots permanently grounded pending medical evaluation - 

c, average number of days pilots grounded - 3 

d. Crew grounded for medical reasons - 

e, iJumber of pilots KXk - 

f, dumber of pilots WLi - 



K. L. iUX 



!0N 
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Qopy to: 



CmO (2) Advance 

OI^CPxiCFLT (2) advance 
■ lCUCP^CFLT £VAUIiiTJON GROUP 

UOi^VFE (1) -advance 
' UOi-^aVFE ^V^LUaTION GROUP 

Cpk^-V^TtiFLT (1) advance 

GTF 77 (l) Advance 

OO^iAlitP^C (5) 

dattFjiiajiiPiJJ 

COhC*ilDIV~15 

GQtaC*Riir?-17 

QO, F*IRB1SHJP*C (2) 

QG, iilttFtaFPrtG (X) Advance 

QG, FjmTTVC (1) Advance 

dGj 1st i«tjSaIicWlW5 

(JO, 

00, 

GO, US3 EriT^KN (CVL-29) 
GO, Ubb iititfEOVA (CVE-XU) 
-0Q, -tf36 BKliiOKO (OTE-H5) 
CO, USS SICILY (CVE-118) 
QG, USB POIwT CRUZ- (CTE-119) 



rtUTHJi.TiavTiD: 



8. 0. COLS ^""v. 
Operations Officer 
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U.S.S. iiHiX)cMG STRAIT (CVE-116) 
c/o Fleet Post Office 
San Francisco, California 




4 February 1953 



FLIGHT SCtiaUULB K)R 5 FEBRUARY 1953 



Sunrise 0744 
Sunset 1811 



Moonrise 2422 
Moonset 1018 
Phase Last Qtr. 
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NOTES: 



AMID I/UD; 



1. all ii/C 100 gallons in belly tanks except Event, ABLE ONE (A-l), 

2, jVait ABLrJ OWi; (a-1) full belly tanks. 

* 

a - rill V C full gun loads. 
B - All a/C Napalm and 6-HVaR; 

C - Half a/C 50Q# GP / 5 sec. and 4-250# / 5 sec. 

half a/C 50O# iiAP / 5 sec. and 4-250# / 5 sec. 
D - Half a/0 Napalm and b-HVAR. 

half a/C 500# SriP / .1 ani 4-250# .1 / .1. 
E — iill k/C 1COO# .1 / .1 and 2-25C# .1 / .1. 
F - Half a/C Napalm and o-HVaK. 

half a/C 1000# inst. / ND and 2-25C# inst./ ND. 



B. E. COLKITT JR. 
LCffi, USN 

air Operations Officer 
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